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AR has brought to the plumbing industry 

two conflicting necessities: —the need for 
vastly increased bathing facilities in both military 
and civilian defense housing, and the need to 
conserve critical materials. 

The New Weisway Victory Model Cabinet 
Showers are the practical answer to these war- 
time demands. These sturdy, serviceable units 
contain less metal than is permissible under pres- 
ent government regulations. And they provide a 
thoroughly satisfactory alternate in the way of 
bath facilities to meet the present emergency. 

In every detail the Victory model Weisway 
meets government specifications, for civilian de- 
fense housing as well as military establishments. 
Receptors are of vibrated concrete, steam cured. 
Walls are of a hard pressed fibre board conform- 
ing to Federal specifications LLL-F-311. Assembly 
members are of metal in accordance with WPB 
order L-42. Finish, inside and out, is high tem- 
perature baked enamel. 

There is a big opportunity for installations in 
both new and remodeled housing, in defense 
plants and military living quarters. Deliveries are 
now being scheduled on wholesalers’ orders—cov- 
ered by priority ratings A-10 or better or under 
Government Order L79 and its amendments. 

Wholesalers and Master Plumbers are 
urged to write us immediately for free de- 
scriptive literature and prices; no obligation. 


| HENRY WEIS MFG. CO., INC. 


604 OAK STREET, ELKHART, INDIANA 
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Lakeville Estates, New Hyde Park, Long Island, built by the Kamda 
Realty Corporation and featuring Kohler plumbing and heating. 


In thousands of low-cost war-worker 
homes—KOHLER™ Plumbing and Heating 








w® KOHLER Boilers, Radiators, Fixtures, Fittings 
-cost homes 
al of the 757 low 
Typical © Homes sell 
ot Lakeville Estates. 00 

for less than $5000. a 

Hicrunep above is another community 
of attractive small homes using Kohler Dx 
products. Added testimony to the fact ha 
" i ex 
that Kohler quality is sound economy : 

for large-scale housing projects — as 
it is for military and naval housing, : 
hospitals and industrial plants. 2 
~ 

Kohler’s popular “G” boilers, used 

in this development, are built to deliver 
maximum heat with minimum waste. Dc 
They are designed for quick and easy me 
installation . . . made for long-time, 
I 
trouble-free service. pre 

Kohler boilers, radiators and parts 

are available for emergency repairs 

and replacements in accordance with 

W. P. B. Order P-84—also on orders 

qualifying for a Priority Rating of 
A-10 or better. Kohler Co. Founded = 
1873. Kohler, Wisconsin. gri 
pir 

@ Kohler "G" Boiler, used in the Kamda Realty 

developments. 








KOHLER ofr KOHLER 


PLANNED PLUMBING AND HEATING 








GET MORE USEFUL HOURS 





handle. The extra load will strain the wrench 
excessively. Shorter life results. 





Do not use a pipe wrench in place of a ham- 
mer. It is not designed to withstand impact 
and shock. Use a hammer. 

(Incidentally, don’t smash fittings. Metal’s too 
precious today.) 


Ann 
7b 





i 
Keep teeth clean. Give them a chance to 
grip firmly. Dirty teeth cause slipping. Slip- 
ping causes wear and, perhaps, accidents. 


THE ’’ GENUINE STILLSON,’’ “’WALCO’’ AND “’ PARMELEE’’ PIPE WRENCHES 


ARE MADE BY THE MANUFACTURERS 


Do not put extended leverage on the wrench 











Do not subject the pipe wrench to side 
strains. Even the strongest pipe wrench will 
suffer from this wrong usage. 





Do not apply pipe wrenches on hardened 
steel objects such as set screws, etc. Such 
practice causes undue wear on the teeth. 


u 


Do not grip pipe too near the front or too far 
back in the jaws of the wrench. Careless ap- 
plication causes slipping and wear. 





CS 


Walworth, the oldest manviac- 
turer of valves and filtings in 
the United States, scrapped its 
‘‘institutional’’ ads planned 
for its 100th Anniversary in 
order to present these educa- 
tional messages in a sincere ef- 





fort to help users of Walworth 
products get maximum service. 





OF WALWORTH VALVES AND FITTINGS 








§ DOMESTIC ENGINEERING June, 1942 


“FOR WANE OF A XALD 





wae the shoe a, @ But, our fighting men will not “want.’’ We will give them the 
weapons for victory now. It calls for a greater stream of produc- 
the horse —, tion than American Industry has ever before envisioned. 


This means that we have got to save what we have... make 
it serve efficiently ...and make it last... so there will be materials 
for planes, tanks, ships, guns and shells. 

It means that conservation is the biggest word in the heating 
the battle was lost! industry today. Military and essential defense housing will take 
available new equipment. To protect the health and sustain the 
morale of our civilian population calls for alert, intelligent serv- 
icing of existing heating plants. 

Here is a challenge to your patriotism...and to your fore- 
sight. For the dealers and service men who do this job today will 
be the ones who capitalize on the tremendous post-war demand. 
It means business for you now — profitable service business — and 
a bigger opportunity in the days to come. 


the rider—, 


IT’S UP TO YOU TO SAVE THE 
HEATING PLANTS OF AMERICA, NOW! 


Make a survey in your territory. Urge upon owners the importance of 
action now, to get necessary parts, to make heating plants ready for efh- 
cient service next fall. Your survey will develop business for the present 
—and prospects for the future. 


@ CLEAN AND OVERHAUL 


A thorough cleaning means more efficient operation, will reveal the neces- 
sity for any repairs which should be made now, to prevent a possible 
breakdown during the heating season. This is your most logical point of 
contact with the owner. 


@ REPAIR AND RECONDITION 

Use your ingenuity and skill to make present equipment operate as efh- 
ciently as possible. Remember, every pound of material, every man-hour 
of productive labor you save helps the men who are hammering out 
the victory—on land and sea and in the air. 


@ REPLACE, WHEN NECESSARY 


Priority regulations enable the replacement of parts and accessories which 
cannot be made to function properly. For automatic heating equipment 
Penn is prepared to supply, under the established rules, the controls 
which may be needed for efficient, economical operation of the system. 





Conserve for Victory! Penn Electric Switch Co., Goshen, Indiana. 


%* 
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HERE'S "conserva- 
tion’ of materials as 
NIBCO has practiced the 
art for many years! Since 
NIBCO introduced copper 
con ek ee 

IBCO engineers have 
been constantly develop- 
ing new, LIGHTER and at 
the same time, STRONG- 
ER copper fittings. For ex- 
ample, the present WROT 
Tee for '/2 inch copper 
pipe weighs but 2 ounces, 
compared to 1 pound 2 
ounces for the same size 
in 1928. a is actually 
stronger. 'N 


NORTHERN INDIANA BRASS CO. ELKHART, INDIANA 
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In the past few years, Beth-Co‘Weld 
Wrought-Steel Pipe has proved its worth 
in thousands of different jobs in the domes- 
tic field—individual homes, multiple dwell- 
ings, apartment developments and com- 
munity projects. Today, Beth-Co-Weld is 
doing a bigger and better job than ever, for 
architects and builders are specifying and 
using this proved pipe for a// lines in 
dozens of war housing projects 
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Made by the modern continuous-weld 
process, Beth-Co-Weld Pipe is uniform in 
quality, characteristics and strength of 
weld. That’s why Beth-Co-Weld is the 
logical pipe for all lines in war housing 
construction. It is made in all sizes up to 
three inches, in black and galvanized fin- 
ish, standard weight and extra-strong, and 
is furnished in uniform lengths of 21 feet, 
plus or minus one inch. 


UNIFORM ETH-CO-WELD PIPE 


BETHLEHEM STEEL COMPANY 
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Formdux eliminates 80 per cent of the metal re- 
quired in the usual forced air duct system! Only 
the connectors, shown in white, are metal. Balance 
of air distribution system (red) is fireproof Formdux. 





A Superior Duct System—Economical to Install 


Here is the answer to the war need for ductwork which 
uses a minimum of critical material, provides a fire- 
proof system quickly and easily installed by sheet metal 
workers, and which assures adequate heating for war 
x ° 
workers’ homes. Developed after exhaustive tests of all 
available non-metallic materials, Formdux is approved 
for use in homes financed by F. H. A. Note features: 








Blong life—result of high tensile strength. 

’ 3 Safety—material is fireproof. 

53 Fuel saving—through high insulating qualities. 
. » Low resistance to air flow. 

53 Sheet metal workers can easily install. 
Quickly and economically put together. 

LB Tight connections easily made. 


J No expansion or contraction noises. 


©) sections shipped flat—require minimum storage space. 





CHRYSLE 


"TEMP BiVEsStON OF CHRYSLER CORPORATION © GAYTON, OnIO 


~ 





SAVES 4 OUT OF 5 
POUNDS OF METAL 


* 
+ 
~ 





) 
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Formdux is being made available immediately to the 
jobbing trade. If your local jobber does not yet have it 
in stock, wire or write the factory today. 


A detailed Formdux booklet for 
builders and heating contractors is 
now ready. Send for your free copy! 


AIRTEMP DIVISION, DEPT. DE 
Chrysler Corporation 
Dayton, Ohio 


Gentlemen: 
Please send me your complete, descriptive booklet 
about Formdux. 
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Sub-contracting Facilities for ‘‘Priorities’’ Production 
We have equipment and trained personnel available for the mass produ 
of cylindrical items, in addition to our regular tanks, cylinders and conta 
for liquids, air and gases If you have a Priorities Order, Scaife can | 


the manufacturing and fabrication facilities Send your blueprints 


To match the high quality of a first-class plumbing 
job, specify SCAIFE range boilers, storage tanks, etc. 
Carefully designed, skillfully made from the best 
materials, Scaife products always provide complete 
satisfaction. 


Build your business on a sound, profitable basis 


by specifying SCAIFE! 


SCAIFE COMPANY 


General Offices and Works _ [eer 
Oakmont (Pittsburgh District), Pa. sar her vocks 
WRITE y 
Representatives in Principal Cities 
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Add them all together—sound welds that do 
not split in threading and bending—soft ductile 
metal free from hard spots that cuts, threads, 
bends and welds easily and fast—uniformity to 
size that speeds up fabrication and fitting—and 
here you have a quick picture of Fretz-Moon 
Pipe—the pipe that saves time on every opera- 


tion in your shop or on the job. 


To be satisfied with less than the fourteen points 
of uniformity offered by Fretz-Moon Pipe is 


just throwing away your profits. 


Try Fretz-Moon Pipe on your next job, big or 
little, and let it do its own talking by the clock. 


- 
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THE (A227 ACONTINUOUS-WELD PIPE 











Stocked by jobbers in steel — black and 
galvanized—in UNIFORM LENGTHS. 
Fretz-Moon Tube Co., Inc., Butler, Pa. 
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With the present production of new Electric 
Water Systems not sufficient to supply the 
demand and with extensions of rural power 
lines practically halted, many farmers will 
have to pump water with hand and windmill 
pumps, at least until final victory has been 
won... Many Myers dealers know that Hand 
Pumps and Accessories are still basically 
required. They have found that the sale of 
these items can be made a profitable portion 








of their business, especially so when hand- 
led along with the full line of MYERS 
Pumps and Water Systems which provides 
all the essentials needed to develop farm 
business... Dealers can turn to Myers Hand 
Pumps and Accessories for immediate sales 
opportunities. Present production quotas 
indicate that all 1942 demands can be met. 
Standardized types and sizes permit a com- 
plete line with limited investment. 





Serie $42%24 
‘ ‘a ee | 








HAND PUMP BUSINESS CREATES WATER SYSTEM SALES 


Dealers can develop farm business through the sale of Myers Hand Pumps and 
Accessories. Farmers do much of their own maintenance and repair work and con- 
sequently make trips to town for pump parts which gives the dealer an excellent 
opportunity to demonstrate the advantages of Myers Automatic Water Systems. 
Dealers who promote the sale of Myers Hand and Windmill Pumps now will be 
keeping their customers satisfied and entrenching themselves with the farm trade 


re water system business. 
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VARIABLE VOLUME 


SELF-PRIMING 
ASAIR-ELIMINATING 


CENTRIFUGAL 








GASOLINE PUMP 


+ | 








Many Now In Use In Army Cantfonments 


Simplifies installation, costs less to buy and install. Requires less labor. 
No separate air release or surge tank or expansion chamber required. There- 
fore the valves, fittings and piping required for these individual units are 
eliminated. Strainer is built in. Furnished complete with approved motor, 


magnetic starting switches and other electrical controls. 





BACKED BY A YaltonWede . 
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Our engineers can help 
you in the new prob- 
lems which gasoline 
pumping and dispens- 
STORAGE ing systems may pre- 
TANK sent to the plumber. 
We have sales and ser- 
vice offices in all prin- 
Cipal cities. 











PHONE, WIRE OR 
WRITE TODAY 


THE WAYNE PUMP COMPANY 


ORT WAYNE, INDIANA 
SPECIALISTS IN GASOLINE PUMPING FOR OVER 50 YEARS 


Se io C196 * ee / 
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HOW TO SAVE 
Pipe Fittings, 

Man-Power 
% and Time 








PUMP IT OFF 








... that’s the regular job of this unusual 
Feit Compound-Leverage Wrench 


ith one of these tools on hand you can salvage frozen 

fittings that may be worth far more to you in these 
days of shortage than you paid for them years ago. 
For one man alone can unscrew them (or tighten them) 
with this RitaaiD that has 14 times the leverage of 
a regular pipe wrench of the same jaw size — no 
need to pull other men off their jobs to help. It’s 
quick and easy — put the trunnion on pipe or fitting, 
slip the wrench on, pump the handle. Made in 4 sizes 
for pipe and fittings to 8 inches. Guaranteed RI@al> 
quality construction. You'll like it, it quickly pays 


for itself... . Ask to see it at your Supply House. 


All RIT4X(D Pipe Tools are 
seld through Supply Houses 


; 
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Pipe Wrenches, Cutters, Threaders, Vises 
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SET WORKHOLDER 
~ HERE 





Even a Poster Threader 
is Faster and Easier 
when it’s the 


FelLznbB No.IR 


I’ has 4 sets of dies for 1“ to 2” pipe—but from there 


on it’s different; you can thread more pipe with it 





with less effort. Same size same number chaser dies are 
interchangeable. Posts are replaceable, only taper the 
thread. Handle pull is right over chasers, direct power 
to dies. Quick-action mistake-proof workholder — no 
bushings needed. All thread variations. Rugged steel 
and malleable strength. Priced in line with ordinary 


posters. See it, Compare it — at your Supply House. 
* 


For Cooler Dies, Smoother Threads — 
RIDGOIL Sulphur-Lard Cutting Oil 


Assures you cleaner, smoother threads on any 
pipe. Penetrates quickly, cools, lubricates. Supe- 
rior service proved by hundreds of stringent 
tests. Is antiseptic, prevents risk of infection. 
Won't congeal above 20°F. Buy it today— and 


save threader dies and cutter blades. 





THE RIDGE TOOL COMPANY 
ELYRIA, OHIO, USA 











Work-Saver Tools for America’s Big Job in 1942 
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ENGINEERED foc cence, Pafoomancee 


War demands more production with /ess man- 
power from American Agriculture. Vital to 
success of the huge farm program in 1942 is 
RUNNING WATER. It saves untold millions of 
man-hours. It increases crop yields, stock yields, 
guards health, provides fire protection. Actually, 
water lines are as important as battle lines! 

Throughout the nation, Deming Farm Water 
Systems are in service for American Agriculture. 
Features developed by Deming engineers in 
peacetime now rise to even greater importance 








in wartime. The dependable performance of Deming 
Farm Water Systems is a vital part of the Food 


for Victory campaign. 


Now, more than ever, the time-proved coopera- 
tion between Deming, Deming Distributors, and 
Deming Dealers is of extreme importance. Every- 
thing possible is being done to expedite deliveries 
of Deming Farm Water Systems needed to keep vi- 
tal water lines in action for American Agriculture. 


THE DEMING CO. « SALEM, OHIO 


f ‘ 
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PUMPS AND COMPLETE WATER SYSTEMS 





BUY THROUGH YOUR Deming Leatibiutere 
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Thanks: 

Iivery issue of Do- 
mestic kingineering, 
since January 1, has 
been most beneficial 
and complete in the 
eontents for the 
whole industry. In 
zweneral, you cer- 
tninliy are to be con- 
zratulated upon 
excellent job 
you have done. 

rr. ke. Plue, 

Vice-president, 

Canney-Plue, Ine., 

Rutland, Vermont 











Ideas and Ideals 


which make up 


=i 1 etween O a nicl ves 


this issue 





CSA Meeting 
Editor: 


line to thank you tor 


To the 

Just a the cCOpy 
of M1 
Questions 
day morning session of our convention 


Timmis’ address and copy of the 


and Answers from the Fri 
We appreciate the courtesy very muecn., 
kK. B. Hauser 
Secretary 
The Central Supply Assn. 
Chicago, Il 
@ Domestic Engineering’s stenotype 
operator was present at the convention 
of the Central Supply Assn. and made 
transcripts of the speeches and of the 
questions and answers. The latter are 
reflected in part in the Questions and 
Answers section on priorities appearing 
elsewhere in this issue.—Ed. 


Plumbing Movie 

Word has 
Wm. J. Lang, 
Picture 
the picture 


just been received from 
chairman of the Motion 
NAMP 


is now under production. As 


Committee of the that 


outlined in the issue of Domes 


scene of the flim 


Engineering 


a courtroom during the tria 


apartment building owner tot! 


Violation of the local plumbing code 


Expert testimony and cross-examination 


bring out all the facts in the case and 
shows the audience the dangers inhe! 


ent in faulty plumbing 


oe 8 @ 
P-84 & 


| 


The Flow Chart 


i " ‘ rt ¢t yf 
i i 


, 


Der should 

Very truly yours, 

J. E. Heaslett, 
Northern California Plumbing and 
Wholesalers 


Francisco. 


Secretary-Manager. 


Heating Assn... Inc., 


San 


@ Domestic Engineering Materials 
Flow Chart No. 3, first published in our 
May issue, has now been revised to in- 
clude the amended L-79.—Ed. 


® @ 8 
Delivery Deferred 


A new turn to the installment buying 


plan was given recently in a compre- 


hensive program to build up a backlog 
of peacetime orders for consumers’ dur- 
able goods through advance purchases, 
with delivery scheduled when the prod- 
ucts are available 
Under the plan 
consumers. will 
place orders now for 
automobiles, refrig 
erators, plumbing 


other products, 


and 
production of which 


’ 


has been or will be 


stopped The pur 


chasers would make 


By piping fuel oil 
from large tanks di- 
rect to new dwelling 
units, the National 
Housing Agency ex- 
pects a saving in oil 
to result. It's quite 
possible, at that, for 
the householder will 
pay for his fuel—as 
he uses it—in the 
same manner as gas 
and electricity. These 
are new meters de- 
signed for the special 
purpose 


monthly payments which will 
War Savings Bonds to 
be held in trust for the purchaser. The 
plan, marketing re 
search group of the Advertising Club ot! 
New York, would siphon off the excess 


purchasing power of the country, make 


regular 
be invested in 


advocated by the 


the money available to the Government 
and furnish the participating companies 
a paid-in-advance backlog of orders to 
cushion their changeover period follow 
ing the war, according to its pro 
ponents. 

@® Any program which will accomplish 
the three objectives aimed at by the 
above plan is highly interesting and any 
suggestions or criticisms doubtless 
would be welcomed by the sponsors. If 
you have any comments or alternative 
suggestions send them to The Editor, 
Domestic Engineering, 1900 Prairie 
Ave., Chicago.—Ed. 








. HOTSTREAM 





The government MUST have the oil 
... But we must also have heat 
in the American home. We must 


Model "BM” ° ' 
Motorized Draft-O-Stat convert from oil to coal eee NOW! 


Easily and Quickly Installed 


The Hotstream “BM” Motorized Draft-O-Stat supersedes 
the expensive and complicated wall motor—adds correct 





draft control—is low in cost and in installation — requires 


no change in two-wire systems—no change in thermostat. 


iii NOTE THESE FACTS: 


DOM 
COMMERCIAL a sa 
INDUSTRIAL When thermostat calls for heat, the Hotstream “BM 


J 
THE —r Motorized Draft-O-Stat automatically regulates the over-fire 


DRAFT CONTROL he? draft to the lowest point consistent with maximum efficiency. 
i Re , _ " u 
ELECTRIC PISTON ay When thermostat is satisfied, the BM controller totally arrests 


DAMPER 


REGULATOR ees . . 
Pa one pron nel a the excessive draft and air flow through the boiler or furnace. 


CONTROL 
Remember—our government requests that we speed conver- 


» 
THE LECTROGAGE 


AUTOMATIC = sion of oil fired heating plants to coal. Oil is ammunition! 


paar Ones a” =O We: must conserve it. The Hotstream “BM” Motorized Draft- 


& 
THE STEPTROL 
AUTOMATIC 





O-Stat is the answer to a pressing problem. e WATCH FOR 
PRESSURE 


REGULATOR | THE ANNOUNCEMENT OF HOTSTREAM’S COMPLETE LINE OF FUEL 
THE THERMOGAGE SAVING INSTRUMENTS AND CONTROLS. IT BREAKS NEXT MONTH. 
FLUE GAS : 


TEMPERATURE 
INDICATOR 


wotees MUCUIN a 


COMBUSTION EQUIPMENT DIVISION 
8007 GRAND AVENUE e CLEVELAND, OHIC 












































PLUMBING FIXTURES ARE 
OUR EXCLUSIVE BUSINESS 


15 acres of @! 





To meet the 
GREATEST NEED FIRST 


The Army needs new buildings, the Navy and the 
Maritime Commission need new ships for the prosecution 
of the war. We have been able to supply many specializec 
plumbing fixtures required in this construction. 

On certain of these fixtures we have set up quantity 
production schedules to enable us to meet promptly the 
delivery requirements on jobs of this type. 

We are anxious to co-operate with wholesalers 1n every 
way possible to meet the needs of the Government and t 
further the war effort. 

Prices and delivery dates will be given gladly anc 
promptly on request. 


ELJER CO. 


FORD CITY, PA. 














































































Retween Ourselves —a 





On Insulation 


To the Editor: 
We feel that insulation is just “what 
the doctor ordered” to offset the dis- 
tress of many home owners which may 
be occasioned by the fuel oil limitation 
order L-56, or further rationing that 
may grow out of increased shortages 
particularly in all non-oil producing 
states. 
Scientists have long since determined 
that wall temperatures, rather than air 
temperatures, effect the sensation of 
comfort. This has recently been proven 
by the series of tests run in three sets 
of duplicate houses on Long Island, in 
Northern New Jersey and in Maine. In 
these three sets the only difference was 
that the walls and ceilings were insu- 
lated in one of the houses and uninsu- 
lated in the other. The home owners in 
each case set their thermostats to ar- 
rive at “equal comfort,” and in each of 
the three cases it was determined that 
the insulated house was as comfortable 
as the uninsulated at five or more de- 
grees lower thermostat temperature. 
Wharton Clay, Secretary, 
National Mineral Wool Assn. 
New York City. 

@ An article on the use of insulation as 


an aid to fuel conservation appears 
elsewhere in this issue.—Ed. 


Questions and Answers 
To the Editor: 

The writer wishes to acknowledge re- 
ceipt of one of your pamphlets regard- 
ing the 200 Questions and Answers to 
do with priorities. 

This is certainly a splendid piece of 
work and a real service to the industry 
well worth the price of the entire year's 
subscription to your magazine. 

We are enclosing check for $6.00 and 
wish you would send at once, marked 
for the attention of the writer two 
dozen additional copies of this pamphlet 
for distribution to our sales force. 

In view of the recent amendment of 
May 23 to L-79, we assume you will 
soon get off a new edition of this 
pamphlet including such changes in or- 
der to bring it up to date. 

Maro S. Hunting, President 
The Hunting Co. 
Rochester, N. Y 


These tanks aren't guns yet, but this 
mountain of discarded water heaters and 
range boilers in a Los Angeles junk yard 
will be turned into war supplies. Even 
though the tanks leak, they will do an ex- 


cellent job of putting the Japs in hot water 
Acme picture 








@ Copies of the 200 Questions, 200 
Answers are still available in limited 
quantities and one copy will be sent on 
request to all subscribers. Additional 
copies may be had for 25c per copy. 
A feature of this issue is a section on 
questions and answers covering priori- 
ties— Ed. 


6 6 ® 
Flow Chart No. 3 


To the Editor: 

I have just had the opportunity of 
seeing one of your Flow Charts in re 
spect to priorities pertaining to the 
present distribution of plumbing mate- 
rial, and must say that it is one of the 
most comprehensive explanations § I 
have seen. 

Robt L. Wood 
Chatham Pipe & Supply Co. 
Savannah, Georgia 


To the Editor: 
In looking over your May issue in 
which our full page advertisement ap 









































pears, | was very much interested in 
your new “Flow Chart.” This brings us 
right up to date and I want to congrat- 
ulate you on the splendid job you have 
accomplished in making up this chart 
Which is both easy to read and gives a 
quick analysis of the whole. priority 
Situation. 

[ wish you would kindly send us 30 
copies, which we intend to distribute 
to our salesmen. 

KF. A. LaBaw, Sales Manager 

Standard Tank & Seat Co. 

Camden, N. J. 
@ Reprints of Flow Chart No. 3 are 
now being distributed. The section re- 
ferring to L-79 has now been changed 
to include the relaxed provisions of L- 
79 Amended. This latest Flow Chart 
has benefitted from the experience 
gained in the preparation of the first 
charts in the series and by the helpful 
suggestions given the editors by the 
readers of Domestic Engineering. Cop- 
ies of the Flow Chart are available at 
25c per copy.—Ed. 
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PRODUCING 
FOR VICTORY 


“TOLEDO” tools today are being furnished in ever increas- 


ing volume to users and points where they will most benefit 





our efforts to defeat our enemies. 

We regret it is not possible at this time to accommodate 
all loyal ““‘TOLEDO” users as in the past. Our efforts are 
now confined to serving America and the United Nations to 





“TOLEDO” Nos. 00, 11 & 12. 
DIE HEADS ARE CHANGED 
INSTANTLY FROM ONE SIZE 
TO ANOTHER. 


help assure absolute victory. 
We are proud of the part ““TOLEDOS” are playing and 


assure you of our thanks for your continued cooperation. 


THE TOLEDO PIPE THREADING MACHINE CO. 


TOLEDO, OHIO NEW YORK OFFICE, No. 2 RECTOR STREET 
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Huge 
War Job; 


Conservation... 


HE War Production Board, shortly after your last issue was placed in the 

mails, wrote to Domestic Engineering asking for the full cooperation of this 
publication and of the heating industry in connection with their program to pro- 
mote the conservation of fuels. Specifically, it was stated by WPB that, "The pur- 
pose of this letter is to request the wholchearted cooperation of every branch and 
division of the heating industry and to urge you (Domestic Engineering) to promote 
the program ... in every way possible—through the pages of your publication." 

Following this, on June 4, a letter from the Petroleum Coordinator for War, 
directed to Domestic Engineering on the same subject, said, ‘Your publication 
can perform a valuable public service ... As Petroleum Coordinator for War, and 
also as the Coordinator for Solid Fuels, | am looking forward to the full cooperation 
of the great (heating) industry in the pres2nt program. | hope that you can find it 
possible to convey this thought to your readers." 

As soon as the Federal Government made its wishes known regarding the conser- 
vation of fuels, Domestic Engineering turned its entire facilities over to the job of 
surveying and gathering ...onone hand... all available pertinent facts, official 
viewpoints and suggestions for action. On the other hand, immediate action was 
taken to acquaint manufacturers and others with our preliminary findings and to 
determine a cross-section viewpoint which would serve as a basis for action on the part 
of those concerned. Long distance telephone calls, special trips to Washington and 

other parts of the country, telegrams, personal inter- 

Survey to Determine views, airmail letters and various other means were 

G V; : utilized. Time and expense were disregarded. One 

overnment lewpoints objective motivated us, namely, the need for the de- 

velopment of a course of action which would conform to the demands of the war 

effort and which would result in all branches of our industry emerging, stronger than 
ever, from the present crisis. : 

As this issue goes to press it can be announced that a 550 mile pipe line, 24 
inches in diameter and capable of delivering 300,000 or more barrels of oil per day, 
has been authorized by the War Production Board. Construction is scheduled to 
start immediately and completion is expected by December |. This pipe line is planned 
to run from Texas to Illinois. Oil will be p'cked up at terminals and transported by 


rail and by water to eastern states. 
In conferring with WPB officials and with the Office of Petroleum Coordination 


in Washington, it was definitely emphasized that the Government's order for conser- 
vation does not say there is any lack of coal in the mines or that there is a lack of oil 
in the oil wells. The Federal Government says that war conditions affecting trans- 
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portation have brought about shortages at points of consumption...and as the war 
progresses, that human suffering may result, with a correspondingly serious effect 
upon our total war effort. 

The Federal Government has further emphasized that it has adopted the basic 
policy of encouraging the following: first, the storing of fuel during the summer 
months, starting now, so as to level out consumer demands for deliveries next fall 
and winter when increased burdens directly connected with the war effort are ex- 
pected to be imposed upon our transportation and production facilities; second, the 
conservation of fuel through the operation of existing heating systems at peak 
efficiency and through the utilization of new equipment, now in inventories, for the 
improving of oil burning installations. 

The foregoing indicates the problem and the job which has been handed to the 
heating industry by the Federal Government. 

Next, our survey was directed to members of our in- 
oy" dustry. In contacting manufacturers, distributors and 

industry contractor-dealers, an accurate perspective was main- 
tained regarding the accomplishments of the heating industry and what its partici- 
pation means to the current war effort. Without such a perspective, an analysis 
such as this would be useless. 

For instance, there is the outstanding record of the oil burner branch of the heat- 
ing industry. Oil burners had their origin in the last war. They were developed in 
answer to a real need brought about by war conditions. The oil burner branch of the 
heating industry, during the last twenty years, has been an outstanding factor in the 
conservation of natural resources, in that heaing with oil burners has provided a neces- 
sary and essential outlet for petroleum products which started out by being by-prod- 
ucts of gasoline. Heating with oil has developed to the extent that fuel oil, instead of 


ith Mem- 





bemg a by-product, is an essential primary product. 
As a turther example, there is the technical develop- 


ment of heating which occupies an enviable place 


in American history of engineering achievement. Along 
with improvements in heating products themselves, have 
come corresponding economies in production and a 
broadening of the consumer field to which the benetits 
of carefree and economical heating are available. 
Heating occupies an incontestable place both in the 
American economic system and in the American way 
of life. Any consideration of the problem facing heat 
ing today must take these two factors into account. 
pipe line from 


ry 
Lic 


authorization for constructing a new 
Texas VIVES pre ot of official recognition of these facts. 

With conservation as the keynote in the Govern- 
ments program for meeting fuel shortages, Domestic 
I. NGINEERING S discloses common agreement 
that there is a huge job to be done in increasing the 


Summer 


surVey 


efficiencies of existing heating installations. 
maintenance work, which has become a standard pro- 
cedure, assumes increased importance. Repairs to jobs 
which barely limped through the last heating season 
and which cannot be expected to survive the rigors of 

another winter offer defi- 

nite fuel savings. The in 

stallation of controls which 

involve an absolute mint 
mum of materials is recognized as a big source of fuel 
economies. — Additional savings are possible through 
the installation of efficient new fuel-burning equipment 
(now in inventories) to replace worn-out units which 
are obsolete and wasteful of fuel. \WPB order [-79 
provides for the release of oil burners for the purpose 
of replacing old burners when a definite fuel saving 


can be shown. Stokers also have been unfrozen. 


A 


Ka) 


Beyond these basic possibilities for fuel conservation 
dealing with heating equipment itself, special considera- 
tion should be given to the reduction of heat losses by 
means of building insulation, weatherstripping and 
double windows. Members of our industry are in the 
key position for recommending and selling these prod 
ucts when they are consulted by home owners and 
others as to what should be done to guard against next 
winter's cold. Today, Domestic I.NGINEERING readers 

are in a better position 

‘than ever before to ex- 
~ plain and sell the impor- 

tance of insulating mate- 


Agreement an, 


Conservation Plan 


rials, controls and other fuel conserving products and 


equipment. 

Conservation of fuel is a national necessity and has a 
nation-wide application. DOMEsTIC I-;NGINEERINGS 
survey demonstrates there is common agreement that 
the heating industry is more than qualified to do the 
job at hand. As a matter of fact the only challenge 
involves accelerated action in getting conservation work 
under way during the present summer period when the 
consuming public is inclined to postpone consideration 
of heating problems. However, concerted effort on the 
part of all branches comprising the heating industry, 
plus stimulus from Washington, can overcome. this 
inertia. 

In the confusion of claims and counter-claims as to 
what is necessary and what is not necessary, several 
facts stand out crystal clear. 

First, America is engaged in a war effort which 1s 
based upon the sound philosophy of preparing tor future 
contingencies to an extent greater than present indica 
tions may demand. 

Second, the construction of the now authorized pipe 





line is expected to eliminate the most " . ‘ 

serious aspects of the fuel situation in - 

ean ae ud ; ipe Line Dproved; 
Third, because railroad and general 


‘ansportation facilities will still be re- if a : f ti} x 4 
ae a porn diene a too! Detai g n orme ion ¢ Zas¢ 


oil, there still remains a genuine need | 
for fuel conservation based upon the Washington, D. C., June 10 (Special According to present estimates, 
efficient operation of existing heating Flash) Reversing previous decisions, 20,000 barrels of fuel oil can be sent 
plants. the War Production Board today au daily by barge from Chicago to Buffalo. 

DoMESTIC ENGINEERING’S sSUrvey thorized construction of a 24 in. pipe Tank cars from Illinois and Ohio load | 


shows conclusively that from the line from eastern Texas to southern Mis platforms are said to have a Ca- 
standpoint of conservation, members IHlinois, which is expected to alleviate pacity of 150,000 barrels daily, which 


of the heating industry who are pri- to a considerable degree the threatened will be taken from the new pipe line. 
marily interested in automatic heating fuel oil shortage in the East. Another 100,000 barrel capacity is esti- 
equipment ... those who are chiefly The plan is to connect the new pipe mated to he in barges which will move 
concerned with controls ... those who line with an existing one from south up the Ohio to Pittsburgh, from south 


are interested in heating in general ern Illinois to Chicago, and to. ship ern Illinois, and thence by rail to points 


each and all have a definite job fuel oil from Chicago and other points in the East 

to accomplish under the Government’s in Illinois to the East by railway and The line, which is to be started im- 

requested conservation program. barges. Capacity of the new pipe line mediately and to be completed by De 

Aggressive action now in promoting is seen as better than a quarter-million cember 1, will require total of 
approximately 125,000 tons of steel, 


basically sound conservation offers an barrels daily. According to the present 


immediate market for the entire heat- plan, the line will be used for fuel Authorization of the new pipe line 
ing industry and assurance of an un- oil rather than other petroleum prod came after WPB had twice refused thi 


precedented post-war future. ucts. project, turning down other plan 








W. IZ, R emphasizes conservation 


Con trols 


L-79 Amended Manufacturers showing such fuel sav Zor (the “interim” report under the 








possibilities in 


; ; Mi ings, and demonstrating that they have Production Requirements Plan) 
' L-79 prmeningaoe — ™ q — —_ reduced the use of strategic materials Equipment of this type may move 
siumbDiIn n eatin ; fei 
a wy . * 8 in their products, are receiving material (Continued on Page 79) 


items frozen by the original order. 
Among other things, it: 


allocations through the Production Re 


; é us quirements Plan, according to W. , , 

(1) Permits sale without restriction of : pies . Water heating installations for apartments 
it havi ] th rsion Walter Timmis, chiet of the Plumbing and other structures may be made to show 
items avin a ace in e conversio . : ; ; 

fh . ; a 1 and Heating Branch, in an interview substantial fuel conservation by the addi- 
oO eating piants rom Ol to coa P with DOMESTIC KONGINI ERING Makers tion of clock controls which restrict liring 


to -pecihed hours--such as 6 to 9 a. m. and 


(2) Permits unrestricted sale of such 
> to 8 p.m. W. Walter Timmis points out 


: of damper regulators, particularly, have 
items as steam traps, damper regulators, 


thermostatic controls and others which @PPlied and received added metal allo- hat WPB will release materials for such 
cations through use of PD-25A or PD- controls, 


will result in fuel savings. 

(3) Permits unrestricted sale of 70,- 
000 stokers previously fabricated. 

(4) Permits sale of 90,000 previously- 
built oil burners, when they are installed 
to take the place of old oil burners and 
will result in fuel savings. 

Full text of the order will be found on 
page 34. 


ry. 
io ENCOURAGE utmost fuel 


savings, and thus help avert threatened 
fuel shortages, the War Production 





Board is giving special consideration in 
material allocations to companies mak- 
ing draft controls, thermostatic controls 
and other equipment when it can be 
demonstrated that such equipment will 
effect fuel conservation. 
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Erperts Answer Zuestions 
On manta Fe Problems 
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M otsowme are selected 
questions and answers on priority and 
orders which have 
asked DoMesTIC ENGINEERING in 
correspondence, or asked of 
speakers at meetings in the plumbing 
and heating industry. 

Some of the answers, or explana- 
are drawn from official interpre- 
War Production 


other Government 
heen 


eaders’ 


tions, 
tations issued by the 


Board. Others have been chosen from 
lists of such answers submitted to 
WPB officials. Thus all of the an- 
swers may not be considered as official 
interpretations, although every effort 
has been made to ensure their accur- 
acy. This section may, in no sense, 
be considered as constituting a legal 
service, 

QUESTION, Reference L-79: What 


of the War Production 
materials bought 
April 15th but 
still in the wholesalers’ or contractors’ 
warehouses? ... ANSWER: Order L-79 
has been amended to provide that ma- 
contract but not 
may be de- 


is the attitude 
Board in regard to 


and paid for prior to 


terial sold or under 
delivered by the wholesaler 
livered up to July 3lst. 


QUESTION, Reference M-21: Well 


drillers in non-defense areas have no 
priorities. 

Pipe mills 
these sizes. 
for farm well drilling? 
A percentage of shipments of 
stocks have been given an 


Use pipe 4 in. and larger. 
ask for A-l-a and A-1-C on 

How can we furnish pipe 
ANSWER: 
pipe to 
wholesalers’ 
rating of A-3. 
quota, the 


automatic From this per- 
centage of his 
may fill orders for 
cluding 3% in. which do not 
preference rating. On 
in. the wholesaler must secure a 
erence rating of A-10 or higher to jus- 


wholesaler 
pipe up to and in- 
carry a 
sizes above 3% 
pref- 


tify the sale. If a well driller has no 
well is essential, the 
to make 


priority and if the 
only relief is for the customer 
application for a preference rating on 
form PD-l-a, and in the case of a farm 
well, this would, no doubt, be granted. 
It should be carried in mind that pipe 
is becoming increasingly difficult to 
secure on low ratings, particularly in 
the large sizes. 


QUESTION, Reference P-84: Where 
contractors are located at a distance 
sources of supply making it 
necessary for them to take material 
out of their stock for use on a repair 
job rather than delay their customer 
while they send to their source of sup- 


from their 


ply, would it be permissible for them 
to replace the material in their stock 
under Order P-84? ... ANSWER: P-84 


permits the contractor to originate a 
priority for material nécessary to make 
emergency repairs. If a contractor used 
a priority to secure only the amount 
to make repairs in a specific 
it would not be the concern 
Production Board whether he 
particular fittings in that in- 
stance or not. P-84, however, is not 
intended to serve as a means of creat- 
ing an inventory of operating supplies 
in the hands of installers. 


e® se ® 

QUESTION, Reference L-79: Every 
wholesaler has some items known as 
cats and dogs” (obsolete or dead stock 
items). Is it possible to secure an A-10 
rating that can be extended to a sup- 
for such goods with the provision 
this rating may not be extended 
to the manufacturer? ANSWER: 
War Production Board has not issued 
any order to provide priority for such 
sales. If the material is on the list of 
articles restricted by L-79 amended, it 


necessary 
instance 
of War 


used the 


plier 
that 


28 


may not be sold without a preference 
rating. The only relief for the whole- 
saler is an individual appeal for each 
particular case. 
e® @e@ ® 

QUESTION, Reference P-84: Is it 
to retain in the files the 
Certificate required to be 
signed by the owner under the terms 
of P-84 in cases of sales less than 
$50.00? ... ANSWER: The owner does 
not have to certify any sale of less than 
$50.00 unless he is to install the mate- 
The priority certificate 
required under P-84 in the case of sales 
$50.00 must be certified by the 
owner; the priority certificate in the 
case of sales under $50.00 and over 
$5.00 must be signed by the installer. 


necessary 
Priority 


rial himself. 


over 


& 

QUESTION Reference L-63: If an 
files a PD-1X for priority 
will he be bound automatic- 
terms of Order L-63? 
ANSWER: If he stocks the type of 
supplies that are shown on the L-65 
Order, he is bound to the terms of the 
order in any case. He will not be al- 
lowed priority assistance on quantities 
of other types of supplies greater than 
would be permissible if the restrictions 
of the L-63 Order applied to those types 
of supplies. The applicant should read 
L-63 carefully, and give due considera- 
tion to the limitations aud the exemp- 
tions. 


applicant 
assistance, 
ally to the 


e® @ ® 

QUESTION, Reference L-79: Where 
do marble floor slabs, pipe covering for 
heating lines, oakum, putty, pipe joint 
cement, etc. fit into the picture? 
ANSWER: Only those articles are 
frozen under L-79 amended which are 
specifically mentioned in the Orde 
Other Orders such as M-9-a and M-21-b 
particular cases 


ete. apply in certain 








QUESTION, Reference PD-1X: Is 
there any minimum figure on the dollar 
volume of business which a distributor 
must do before he may make applica- 
tion on Form PD-1X? ANSWER: 
No. Any distributor who purchases his 
supplies directly from a producer may 
use PD-1X for the ailowable materials 
regardless of his dollar volume of 
business. 

QUESTION, Reference PD-1X: Can a 
distributor apply the rating authorized 
by the PD-1X certificate to more than 
ANSWER: 
quanti- 


one purchase order? 
Ratings assigned for specified 
ties of materials may be applied to a 
number of purchase orders placed with 
different suppliers, provided that the 


———————O—— ”- —_—xO~I —_ -_ 


total quantity of material to which the 
rating is applied is not greater than the 
total amount authorized. 

QUESTION, Reference PD-1X: Can 
the rating assigned under PD-1X be ap- 
plied to old stock orders that are un- 
. ANSWER: 


QUESTION, Reference PD-1X: Is it 
keep a perpetual inven- 
physical inventory in 
Form PD-336, 


rated? Yes. 


necessary to 
tory or take a 
order to fill in 
furnish the information 
PD-1X?... ANSWER: The distributor 
need not take a physical inventory each 


and to 


required by 


month and he need not keep a_ per 


petual inventory unless he so desires. 


He may compute his records in the fol- 
lowing manner. total dollars 
of sales in the month (excluding direct 


L'se the 
compute the cost 
average 
order to 
sales made. A 


then 
based on the 


shipment) and 


of those sales. 


gross margin of profit in 
arrive at the cost of the 
comparison of the arrived-at figure with 
bills for 
direct 


whether a 


the total dollars of purchase 


materials received (excluding 


shipments) will indicate 
gain or loss has been made in inventory 
during the month. The gain or loss can 
then be added to or subtracted from the 
starting inventory figure, giving a total 


figure for the end of the month. 


@ Other questions and answers on pri- 
orities will be found beginning on page 36. 








New Section 

Washington, D. C., June 4—W. Wal- 
ter Timmis, chief of the Plumbing and 
Heating Branch of WPB,~ has an- 
nounced the formation of a new sec- 
tion within the Branch, known as the 
Section. It is headed by 
Henry S. Norris, Adamstown, Md., 
who has had extensive experience in 
the heating business. 


Operations 


Allocations Plan 


Washington, D. C., June 2, 1942—A 
classification system 
Production 


Simple, uniform 
which will enable the War 
Board to trace the flow of materials in 
terms of end from producers of 
materials to the finished products was 
announced today by J. S. Knowlson, 
Director of Industry Operations. 

The new Allocation Classifications, 
to be used on purchase orders and re- 


use, 


ports to WPB, will supersede a va- 
riety of use classifications now re- 
quired under Materials (‘*M’’) orders. 


Allocation Classification symbols as 
announced today must be used on all 


orders placed by manufacturers, fabri- 


cators, primary producers, etc., after 
June 30, 1942. and on all such orders 


which call for deliveries after July 31, 


regardless of when the orders are 


placed. To facilitate use of the sym- 
bols, they should be placed on _ pur- 
chase orders at an earlier date wher- 
ever possible. 


Latest Bulletins and 
Washin gton News 


and 


resale are 


Purchases by retailers, pur- 


chases by distributors for 


exempt from the requirements, which 
is embodied in Priorities Regulation 
No. 10. 


Applications under the Production 


Requirements Plan for the fourth 
quarter of this year must identify the 
end use of materials for which appli- 


cation is made by means of this stand- 
ard Allocation Classification. The sym- 
will thus principal 
method of checking the requirements 
and distribution of materials. 


bols become a 


Ease Stokers 


Washington, D. C., June 4—-The War 
Production Board today stated it would 
the assembly of small stokers 
manufacturers 


permit 
(residential sizes) from 
which were in manufacturers’ hands on 
May 31. 


The permission to assemble such 
stokers is contained in Amendment 
No. 1 to Limitation Order L-75; the 


original terms of the order ended pro- 

duction of such stokers on May 31. 
The 

ture until September 30 of this year of 


Amendment permits manufac- 
small stokers composed wholly of fab 


ricated parts in a manufacturer's phy- 
sical inventory on cut-off date. 
The Plumbing and Heating 


estimated that about 8,000 stokers will 


franch 


be assembled under the terms of the 


amendment. 
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P.84 Amendments 


Washington, D. C., June 1—Installa- 
tion of equipment calling for more ma- 
than that being replaced is per- 
ble under the Plumbing and Heat- 
Order 


one of 


terial 
missi 
ing Repair and Maintenance 
(P-84), if the substitution is 
‘ritical material for that 
critical. 


less which 


is more 


This is made clear by Interpretation 
No. 1, issued today, which also de. 
clares that the prohibition against a 
substitution “‘more extensive than that 
which is necessary to replace” worn 
out or damaged parts does not mean 


that the identical part or parts must 
be replaced. 

Furthermore, installations calling 
different kind of 


extensive 


for a equipment are 
more within 


order, if the 


not necessarily 
the terms of the new 


parts do not contain a greater weight 


of metal. 
that a material less 


used for 


In explaining 


critical may be replacement, 


the Interpretation says that “where 


steel equipment is replaced by cast 
iron equipment, the substitution is not 
though the sub 


more extensive, even 


stituted equipment be heavier than 
that eplaced Similarly, a Ibstitu 
tion of iron and steel equipment for 
COD ps {) cop] ‘ hase alloy is not i 

nore extensive substitution evend 
though the substituted equipment be 
heavier than that replaced.” 

















56 Feestricts 


Fuel Oil Use 


to 50 Per Cent 





Rule applies in East and Northwest; 
new installations governed elsewhere 


Washington, D. C. May 13.—Imple- 
menting the announcement by WPB 
that deliveries of fuel oil in eastern 
and northwestern states would be cut 
to 50 per cent of normal, WPB today 
issued an amendment to L-56 which 
places such restriction into effect 


May 15. 

In addition, the amendment 
a prohibition against deliveries of fuel 
equipment installed 
other 


contains 


oil to be used in 
June 15 in a 
provided that 
is not installed to replace 
heating equipment. 
The amended order follows in full: 


after number of 


states, equipment 


existing oil 


such 


TITLE 32—NATIONAL DEFENSE 
CHAPTER IX—WARKR PRODUCTION 
BOARD 
Subchapter B—DIVISION OF INDUSTRY 
OPERATIONS 
PART 1115—FUEL OIL 
LIMITATION ORDER L-56, AS 
AMENDED 
Section 1115.1 (Limitation Order L-56) 

is hereby amended to read as follows: 


(a) Applleability of Priorities Regu- 
intion No. 1. 

This Order and all transactions affected 
thereby are subject to the provisions of 
Priorities Regulation No. 1 (Part 944) 
as amended from time to time, except to 
the extent that any provisions hereof 
may be inconsistent therewith, in which 


case the provisions of this Order shall 
govern. 
(b) Definitions, 

(1) “Person” means any individual, 


business trust, 
corporation 


partnership, association, 


corporation, governmental 
or agency, or 
persons, whether incorporated or not. 
(2) “Supplier” means any Person who 
Fuel Oil directly or in- 
consumption. 
liquid pe- 


any organized group of 


sells or delivers 
dliirectly for resale or 

(3) “Fuel Oj1” 
troleum classified as grade No. 1, 2, 3, 4, 
f including Bunker fuel oil, 

range oil, gas and any 
product used for 
above 


means any 


a | , 


» or 6, 


kerosene, oils, 


other liquid petroleum 


the same purpose as the desixz- 


nated grades 
(4) “Standby Facilities” 


means equip- 


ment in serviceable operating condition 


designed to use a fuel other than [Fuel 
Mil, except electricity, natural yas, or 
mixed natural and manufactured pas, 


and for the operation of which a supply 
of such fuel is available. 

(5) “Additional Facilities” 
designed to use Fuel Oil, ex- 
cept used for domestic cooking, 
which equipment if located in Areas One 
and Three has been installed subsequent 
to April 13, 1942, or if located in Area 
Two is installed subsequent to June 15, 
1942. 


(6) “Space 


means any 
equipment 


stoves 


Heating and 
any equip- 


and Central 
Cooling Equipment’ means 
ment designed to use or using Fuel Oil 
for heating or cooling all or the major 
portion of any location 
where such equipment is installed, other 
than hospitals, sanitoria or 
whether public or private. 


premises or 


schools, 


Heating Equipment” means any equip- 
ment designed to use or using Fuel Oi! 
for heating water which equipment is 
installed in any single or multiple dwell- 
ing unit, house, apartment, hotel, office 
building, dormitory, restaurant, theatre, 
or any building or structure used for 
recreational purposes. 

(8) “Coal Spraying Equipment” means 
any equipment designed to use or using 
Fuel Oil or any other petroleum product 
for the of applying such Fuel 
Oil or petroleum product to 
coal, 

(9) “Area One” means the area speci- 
fied in paragraph (a) and (b) of Exhibit 
“A” hereof as the same may be amended 
from time to time. 

(10) “Area Two" means the 
specified in paragraph (ec) of Exhibit “A” 
may be amended 


purpose 


any other 


area 
hereof as the same 
from time to time. 

(11) “Area Three” means the area 
specified in paragraphs (d) and (e) of 
Exhibit “A” hereof as the same may be 
amended from time to time. 

(c) Limitations on Deliveries of Fuel 
Oil. 

(1) For Use in the Operation of Coal 
Spraying Equipment. No Supplier shall 
deliver or cause to be delivered and no 
Person shall accept delivery of Fuel Oil 
or any other petroleum product for use 
in the operation of Coal Spraying Equip- 
ment at or in any place in the United 
States. 

(2) For Use in the Operation of Space 
and Central Heating and Cooling Equip- 
ment, Within Area One, no Supplier shall 
deliver or cause to be delivered and no 
Person shall accept delivery of Fuel Oi! 
in any one month for use in the opera- 
tion of Space and Central Heating and 
Cooling Equipment in excess of fifty 
percent (50%) of the amount of Fuel Oil 
delivered to such Person for such use 
during the corresponding month in the 
year 1941; Provided, that if deliveries to 
such Person for such use during the cor- 
responding month in the year 1941 were 
abnormally high or low or if there were 
no deliveries during the corresponding 


month in the year 1941, then the Sup- 





(7) “Domestic and Commercial Water (Continued on Page 79) 
a ' is 
Size of Conservation Job Told 
by WPB and Petroleum Head 
Letters from Government officials However, other divisions also are in- 


request the heating industry to extend 
its full cooperation in the fuel conser- 
vation program which the Government 
presents as vital to continued national 
morale and production progress. 

W. Walter Timmis writes as chief of 
the Plumbing and Heating Branch of 
the War Production Board. 

Harold L. Ickes, who writes as Pe- 
troleum Coordinator for War, 
Coordinator for Solid Fuels. 


also is 
Studies 


by his office have furnished the basis 
for L-56. 
These two Government agencles— 


WPB and the Office for Petroleum Co- 
ordination—are primarily responsible 
for the fuel conservation program. 
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volved. Among these are the Office of 
Price Administration and the Office of 
Defense Transportation. This latter 
division not only is concerned with oil 
transportation, but with coal transpor- 
tation as well. ODT, in cooperation 
with other divisions and departments, 
is attempting to arrange transportation 
facilities so as to prevent shortages. 
Recent public statements by Mr. 
Timmis and Mr. Ickes furnish back- 
ground for their letters to the heating 
and plumbing industry. At the recent 
convention of the National Assn. of 
Master Plumbers in Richmond, Va., Mr. 
Timmis said: “There is a big job of 


(Continued on Page S23) 








At right is a half- 
tone reproduction 
of the new “Certi- 
ficate for Patriotic 
Action” now being 
made available to 
members of the 


plumbing and heat- Ww W hereas all industries, organizations and persons in the United States are agreed upon, and are 
nm g industry — ; united in, a common determination wherein all energies are being directed to the goal of victory, and . | 
without cost — by | Wh 4 | 
Domestic En gi- W €VCAS, the plumbing and heating industry — including every individual in it — stands high in 
neering. The only , its unity ot purpose and has a special Opportunits and responsibility for uding this war effort: now 


qualification is that 


the contractor, 24 x Lhberefore, it 1s hereby certified that 
wholesaler or man- eae ¥ _ ohn Doe 


ufacturer con- : i ° - 


cerned sign and re as an active member of the plumbing and heating industry, has | le dyed himself to c i llowing patriotic actions 
turn to Domestic 3 w7. Io promote the sale of United tates War Bonds and Stamps a and custome and to 
Engineering the ee ae | encourage at least 10 per cent Payroll Allotments for this purpos 
pledge shown on es ; “2. lo collect and divert to this wal effort immediate ly all \4 Tap ] Ate - » OMcaunte l and usable in wal 
: production; 
the next page and, | . 
of course do hi a lo conserve strategic materials in every way possible on the ol ny othe Op, al the office and in 
—_ " deliveries; 
best to live up to . :; ) 
l sledge itself ect Wg. lo concentrate on those plumbing and heating installations which are necessary to the war effort, and to 
the pledge itse > ce % expedite such jobs with maximum speed and efficiency; 


+v5. To hold himself available for the repair of essential plumbing and heating equipment quickly in case 
of attack by the enemy and — at all times — to encourage the maintenance of existing plumbing and heating in 
workable condition for the protection of public health and the preservation of publi 


wv. To stand in his community as an example of patriotic action 


Certified by DOMESTIC ENGINEERING, Witness 


Chicago Publishes 




















Our Indus tty Pledges 


hts Patriotic Action 


Mansy and vital are the converting from peace to war; main It would not be beyond the bound 
contributions which the plumbing and taining health-protecting plumbing and of truth to say that our. present 
heating industry has made to the de- heating in the nation’s homes: collect wear production could not have’ been 
lense program, and is now making to ing scrap 


the war effort. metals and 

To summarize, the most important of freeing them 
such contributions are: building homes for direct war 
for defense workers; constructing can- uses: buying 
tonments and other military establish- and encourag- 
ments; installing plumbing and heating ing the sale of 
in new industrial plants and in factories War Ponds. 





Photo right: Daniel Hayes. prominent contractor of San 
Francisco who is treasurer and director of Heating, Pip- 
ing and Air Conditioning Contractors National Assen. 
president of his local heating association and vice president 
and director of the California State Assn. of Master Plumb- 
ers, receives the first “Certificate of Patriotic Action” from 
Arthur F. Nass, Pittsburgh, president of Heating. Piping 
and Air Conditioning Contractors National Assn. Mr. 
Hayes was a leader in the movement to collect and return 
to the war effort all scrap coming to him in his installation 
processes 























For the first time, method is 


provided to award suitable 
recognition to individuals 
in our industry who aid the 
war effort. Certificate to be 
given to readers who 
pledge their best efforts to 
war program listed here. 
Plan for action is compre- 
hensive; includes part for all 
aston, caeetaing eostiiuune Sn ths elias: teehee there 


cate to eall attention to his participation in the war 
program 


achieved, that ships could not have such plumbing and heating thus have 
been built, that our army and navy an essential duty in the victory pro- 
could not have been fashioned, without gram. 

Plumbing and heating. The men who While the plumbing and heating in- 
are building, distributing and installing dustry has been helping the nation in 



















{ hereby pledge | 


industry; 


My Pledge 


plumbing and 
patriotic 


or heating 
actions: 

Stamp : é 
s and vets to this purpose; 


P materials one 


r of the 
following 


of United S 


+ least 10 perce” 


r effort, 


cus- 
membe ees and 


> the 


As a 


$ among 
myself te 


Bond 
tates pet ane Allotm 


diately. all scré 


i 
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te the sale ountered and 
o encourage ° 


, =r 


tomers, and * imme 







, fice 
collect and div +n the shop. at the © 


production: 


2. To 


. = the job, 
ysable in wat sible—on 


; ials in every war 
gic mater! a necessary to the 
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3. To conserve — tallations wh 
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the full 
its cooperation has not previously been 
stated in such manner that 
given when due, could result in in- 
creased inspiration and service. This is 
the objective and the aim of the 
“Certificate for Patriotic Action” 
being made available to the plumbing 


these 


many ways, measure of 


credit. 


how 


and heating industry by Domestic ENGI- 
NEERING. 
The certificate, inscribed with the 


name of signed by 
ENGINEERING, 


will be sent free to any member of the 


the recipient and 
the publisher of Domest 


plumbing and heating industry who 
signs and sends to us the “Pledge fo 
Patriotic Action” shown with this an 


nouncement. 

The certificate itself is ideally suited 
for framing and display on the wall ot 
office. 
brown, 


red 
black 
it is ten inches wide by eight inches tall 


showroom or Printed in 


blue, green. mauve and 


Left: Sign the pledge of “Patriotic Action” 
and receive the certificate shown on the 
preceding page. The reproduction of the 
certificate is slightly more than half size. 
Actually 10 in. by 8 in. it is printed on 
heavy stock in six colors—red, blue, green. 
brown, mauve and black—and is suitable 


for framing. Send signed pledge to 
Domestic Engineering. 1900 Prairie Ave.. 
Chicago. and vou will receive. without 


filled in 


charge. your certificate properly 
and signed 


ad 
wt 

















a terrific hardship on home owners in from 
the eastern states and in the northwest. chart 
It will wnless they can cut down their ful in 


around 50 per cent of their last winter’s The 


conditions in their homes. 


merchandising 


Considering the WPB restrictions on window conditioning. 
the sizes of heating units (See Pages’ that in a typical small house (the house 
98 and 99, March, 1942, Domestic selected for this analysis was the one 
E;NGINEERING) and the curtailment in chosen by the National Lumber Manu- 
fuel oil distribution and consumption  facturers Assn., as typical of small two 


it would seem that the necessity of story houses) the savings 





THIS SMALL HOUSE 


With Mineral Wool Insulated WALLS 
Mineral Wool Insulated CEILING 
and Fitted with STORM SASH and DOORS 


Would lose only this amount of heat 


Windows Through Walls, Ceiling, Windows and Doors 
an 
Doors 


Complete Insulation 


pens Reduces Guel Costs 


Ceiling From 96.18 
= To *36.75 


A Total Saving Each Year of '99-43 
Due te Mineral Wool in Walls $28.77 
Due te Mineral Wool in Ceilings 14.07 
Due to Storm Sash and Deors 16.59 


Walls 
































itself into a matter 


this winter—and 


page should prove help- 
respect—then the sale 
fuel oil consumption to somewhere just about completed. 

shown here is a graphic 
need and still maintain comfortable representation of the fuel savings pos 
sible through complete insulation 
This chart shows 


The illustration at the 


left can be used, by 
the contractor, to show 
the home owner just 


how much he can re- 


duce fuel costs (and. 


of course, fuel con- 
sumption) by the in- 


stallation of complete 
insulation and storm 
windows and doors. 
Some authorities also 
recommend the _ calk- 
ing of all cracks 
around sides of doors 
and windows 


insulation 
If the heat- 
can convince his cus- 
and 


and then 


plus 


pocketed by 


Insulation--Here' s-Another 
ve id to “Fuel C, oniervation 


I HE new limiting order on selling 


the use of fuel oil in certain states (See had been cut to a minimum. 
Page 30) drives home with greater ing contractor 
emphasis than ever the importance tomer that he must use less fuel 
even necessity—of home insulation. this resolves 
The delivery and use of fuel oil must reading L-56 to the customer 
be cut 50 per cent, that’s the L-56 order can show him how insulation and win- 
in a nutshell, and it threatens to work dow conditioning can keep the family 





the home owner, through the treatment 
outlined above, will be 62 per cent of 
the heating costs ...a reduction from 
$96.18 to $36.75. 

The insulation of homes already con- 
Structed usually consists of blowing in 
fill insulation through an opening made 
in the side wall of the building, re- 
peating the operation for each of the 
Walls in the structure. The insulation 
for the attic is then either sifted be 
tween the ceiling joists by hand, blown 
in by the pneumatic blower if fill insu- 
lation is used, or stapled in place if 
hats of blanket insulation are installed. 

Insulation of homes under construc- 
tion can be accomplished in several 
different ways and each method has its 
proponents Paper-enclosed bats, in 
which the paper acts as a moisture bar- 
rier. are recommended by many when 
the assembly is from the inner or 
heated side of the panel. Some manu- 
facturers suggest that full-thick insu- 
lation be used in such instances while 
others maintain that such procedure, 
is a waste of insulation. This latter 
group bases its contention on the point 
that the still air which must be replaced 
by the insulation is, in itself, an ex- 
tremely good insulator and, therefore, 
it is a case of gilding the lily to add 
the extra insulation 

Vapor barriers separate from the in- 
sulation are suggested as an added pro- 
tection against condensation in the side 
walls of the building, although the bar 


riers supplied with most brands of 


(Continued on Page 1) 


The 50 per cent cut in fuel oil 


distribution and consumption by 


the latest limiting order makes 


the use of insulation almost im- 


perative in the areas affected 
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L-79 4i mended, 
Text in Full 


Sales of es deliveries of = already on 
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H cep restrictions on Equipment or Metal Heating Equipment Plumbing Equipment or New Metal 


plumbing and heating supplies, made oo son et who pire Metal map: he rwnnaiaoting ngage Teneo 
: . Mlunibing equipment or Metal feating the purchaser ias made the following 
possible by a thorough WPB study of Mquipment fon saaaiiie without using such signed statement to him listing all New 
conditions and greatly hastened by the equipment for the purpose for which it Metal Plumbing Equipment or New 
critical fuel situation on the East Coast, was designed Metal Heating Equipment to be sold or 
are apparent in the recent amendment (4) “New Metal Equipment or New — delivered 
to the L-79 freeze order. The text: Metal Heating quipment means anys “The following equipment....... 
Metal Piumbing Peres Ce Ree 6860 6.0665 SH OSS OEE an : 
(seneral Limitation Order No. J.-79 is Hleating KMquipment which has never is required for the conspbotion of the 
hereby amended to read as follows: been used by an Ultimate Consumer. erection, construction, remodeling or re- 
(a) Definitions, For the purposs of (b>) General restrictions, No person habilitation of a building, structure or 
this order shall sell or deliver any New Metal project, or additions, extensions or alter- 
(1) “Metal Plumbing equipment” Plumbing equipment ol New Metal ations thereof, which has been initiated 
means any of the following item which Hieating Equipment to an Ultimate Con- (by physically incorporating therein 
are composed of metal to the extent of sumer except that, subject to the restric- material which is an integral part there- 
50% or more by weight tions of any other order of the Director of) after July 31, 1941, but prior to April 
(i) Plumbing fixture including only of Industry Operations, 19, 1942 
bathtubs, closet hoppers, closet tank (1) Any person mey sell and deliver Dated 
gprease interceptors, laundry tray lava any item of New Metal Plumbing Equip- Signed oid 20 it anes ae eh : 
tories, shower receptors, shower! talls. ment or New Metal Heating Equipment This statement shall constitute a rep- 
Sinks, sink and laundry tra combina- Which item i Old by him for no more resentation to the War Production Board 
tions, and urinal than five dollars ($5.00), provided that and to the person supplying such equip- 
(ii) Plumbing fixture fittings and trim such item 1s id as a part of an order ment that the stated facts are true and 
(iii) Water heating equipment, includ the total cost of which to the purchaser that the listed equipment will be used 
ing only direct fired water heater which not more than ten déllatr ($10.00); for the purpose stated; 
use coal, oll or was as fuel, indirect type (2) Any person may sell and deliver (5) Any person may sell and deliver 
vater heaters, hot water torage tanks any New Metal Plumbing Equipment or any New Metal Plumbing Equipment or 
ind ranwe bolle Metal Heating Equipment pursuant to an New Metal Heating Equipment concern- 
(iv) Cooking and baking equipment of order or contract which bears a prefer- ing which the purchaser has made the 
tvpes used in or connected to gas o7 ence rating of A-10, or better; following statement to him, listing al! 
steam systems (3) Any person may sell and deliver New Metal Plumbing Equipment or New 
(2) “Metal Heating Kquipment” meat any of the following listed equipment Metal Heating Equipment to be sold or 
any of the following items which is de (i) OU burning furnaces (including delivered 
igned to provide heat for the interiors but not limited to furnace burner units), “The following equipment. 
of a building and which ji composed of oil burning beller (including but not - 
metal to the extent of 50° or more by limited to boiler burner units) and oil is required for the completion of the 
weight: conversion burners, provided that such erection. construction, remodeling or re- 
(i) Steam and hot water heating boil furnaces boiler and burners may be habilitation of a building, structure of! 
ers Which use coal or oil as fuel sold and delivered only if they are sold project, or additions, extensions or alter- 
(it) Cast iron Heating radiators (other and delivered to replace other oil burn- ation thereof, which has been specifi- 
than electric steam radiators) including ing heating equipment for the purpose calls authorized by the Director of 
but not limited to, cast iron tubular of reducing the consumption of fuel oil, Industry Operations pursuant to an ap- 
radiators and cast iron convector: (ii) Any equipment which is specifi- plication for authority to ‘Begin Con- 
(iii) Hot water circulator pumps, va: cally designed as hospital equipment, struction,’ in accordance with Limitation 
uum pumps, and condensation pump surgical equipment dental equipment, Order No. 1.-41. 
(iv) Warm air furnaces which use coal veterinarian equipment, barber shop Dated 
or oil as fuel equipment or beauty shop equipment: Signed 
(Vv) Heating stoves and space heater: (iii) Any equipment which is sold and This statement shall constitute a rep 
which use eoal. oil of vn " fuel ex delivered pursuant to an order received resentation to the Wat Production foard 
cept gas fired floor furnace or contractual engagement made prior and to the person supplying such equip- 
(vi) Oil burners to April 17, 1942, provided that delivery ment that the stated facts are true and 
(vii) Metal fuel oil tank is made not later than June 30, 1942: that the listed equipment will be used 
(3) “Ultimate Consumer” mean an (4) Through July 231, 1942, any person for the purpose stated; 


person who purchase Metal Plumbing may sell and deliver an New Metal (6) Any person may ell and deliver 











any cooking stove, heating stove, and/or 
water heater concerning which the pur- 
made the following 
listing all equipment 


chaser has signed 

statement to him, 

to be sold or delivered: 
“The following equipment 


is required by me for use in mj 
of residence, in which there is no equip 
ment of the type listed. Further, | do 
not have available any other equipment 


piace 


which I can use in my place of residence 


instead of the above listed equipment 
a ee ae a ew pes 

Signed ... er ee pus 

This statemen shall constitute a rep- 


resentation to the War Production Board 
and to the person supplying such equip- 
ment that the stated facts are true 
that the listed 
for the purpose stated; 

(7) Any 
any New Metal 


ana 


equipment will be used 


person may sell and deliver 


Plumbing Equipment or 


New Metal Heating Equipment pursuant 
to specific authorization of the Director 
of Industry Operations on Form PD-423 


and 
(8) Nothing in this order shall be con- 
strued to limit the sale or delivery of 


any equipment which is to be used for 


the purpose of converting oil burning 


equipment Or gas burning equipn ent to 


burning equipment. 


coal 


(c) Reeords, All persor affected by (2) Appeats. \ frected by 
this order shall Keep and pp t f mmpli- 
not less than two vyvears accurate and e there i! excep- 
complete records concerning inventorie LION: mre raship wupor 
and sales. Similarly thers h oe kep , iou 
and preserved the signed ite t , , 
ferred to in paragraph (b)(4),) ¢b) ) thi 
and (b)(6) above ore 

(dl) Audit and inspection. <A ! to 
required to be kept by this orde hal cle relief bys 
upon request, be submitted to | Lune 
inspection by duly authorized it 
itive of the War Prod tion | n 

(e) Reports, leach pet , ef 
this order applies hall execute ; Hthat y 
with the War Production Board eo chee 
report and questionnaire 
1h) | fro Lire to time re Applicabilits of other orders. I 

(f) Violations, <A! per he 
full Violates any provision of tl ti 
(>? vho ] ‘ ! ecto \ t |} this 
Wilifull price L ma 
ni ‘ ba ‘ niormat t I 
ment ! peer of the ([ 
guilty of a crime, and up ifted 
iat S bye pu hed by fire 
ment addition. anv rch pet Applicability of Priorities Regula- 
be prohibited from making fiers Ne FE. 
further de erie ( or fro. 1) ‘ 
I e ! mater! ’ ar ! ’ 
tre nd ma be dept 
‘ istance (Continued on Pare SB) 








a are the names 


of companies in the plumbmg and heat 
ing industry who have 90 per cent o1 
greater employee participation in the 
Payroll Allotment Plan for the sale of 
United States War Bonds ... as re- 
ported to DoMestic ENGINEERING by ex- 
ecutives of the companies. 

Ninety per cent participation is one 
of the qualifications firms must 
“Minute 
Treasury 


which 


meet in order to receive the 


Man” certificate of the U. S. 


Department, and to fly the “Minute 
Man” flag. 
The Payroll Allotment Plan is a sys- 


tem whereby employees pledge a cer- 
tain their 
purchase of U. S. War 


thorize employers to deduct 


90 Per Centers 


American Molded Products Co., Chicago 
Tuthill Pump Co., Chicago 

Ridge Tool Company, Elyria, Ohio 

Ohio Brass Company, Mansfield, Ohio 
Hoffman Specialty Company, Indianapolis 
T. W. Merryman, Chicago 

Kewanee Boiler Corp., Kewanee, Ill. 
Walworth Company, New York City 
Domestic Engineering Co., Chicago 
Guardian Utilities Co., Michigan City, Ind. 
Reznor Mfg. Co., Mercer, Pa. 


(Continued on Page 83) 


portion of salaries to the 
fonds and au- 


payments 


Novel method of interesting members in 
scrap collection as devised by Alabama 
association 





The Ninety Pex Centers... 


This Honor Roll lists firms in our 
industry whose employees are 90 per 
cent or more enrolled in bond plan 





























Conventions... (HPACCNA) 
m Point the Trend: 


Hix interest in sub-con- conducted by President Nass with the 
tracting and other roles which the heat- board of experts consisting of Robert E. 
ing, piping and air conditioning con- Ferry, general manager, The Institute 
tractor can take in the present war pro- of Boiler and Radiator Manufacturers; 
gram was manifested at the 53rd An- Joseph C. Fitts, secretary, HPAC; L. F. 
nual convention of the Heating, Piping Hudepohl, member of Industry Advisory 
and Air Conditioning Contractors Na- Committee; R. A. Locke, manager, The 
tional Association, held in Milwaukee, Steel Heating Boiler Institute; and 
May 25-27. Lorin W. Smith, Jr. chief, Conversion 

Committee reports were interesting Section, Plumbing and Heating Branch, 
and brought forth equally interesting WPB. 
comments from members. Discussion Feature attraction of the first session, 
was particularly active during a round’ held the morning of May 25, were the 
table discussion labeled “Our Work in president’s address, report of Credential 
Washington.” This latter feature was Committee, and an address by H. O. Nel- 









































In the column at the left, reading from top to bottom: Arthur F. Nass, retiring 
president HPAC; W. Walter Timmis, Chief, Plumbing and Heating Branch, WPB; 
George P. Nachman, president, HPAC; Daniel Hayes, vice president, HPAC. 





Pe RRR OT bo 05 ge Ceres a -— 
—_ ———————— —— 


Priority Questions .........2.080- 


Many of the following questions are receipt of the statement prescribed in the amended 


= der. 
based upon the new L-79 Amended ™ 
. , , : QUESTION, Reference L-79: May we now deliver 
issued on May 25. Because of the vital material sold before April 177 . . . ANSWER: 


importance of this order, the reader Yes, provided that such delivery is made not later 

than June 30, 1942. 

rene an QUESTION, Reference L-79: Under the original 

printed in full on page 34 in this issue. L-79, any number of closet seats, for example. 
-Ed. could be sold to a given customer as long as the 

price of each was less than $5.00. Does this situ- 

QUESTION, Reference 1-79: Does the amend- ation still exist under the amendment? 

ment permit completion of structures started be- ANSWER: Not exactly. Items selling for less than 

fore April 9 (the date of issuance of L-41)? ... $5.00 may be sold without restriction provided that 

ANSWER: Yes, plumbing and heating equipment they are part of an order priced at less than 

may be sold and delivered to these jobs upon $10.00. 


should study the full text, which is re- 


In the pictures below, left to right: Max D. Rose, vice president, American Radiator & 
Standard Sanitary Corp.; William J. Olvany, director HPAC; S, Austin Pope, director 


HPAC; Walter Klie, Smith & Oby Co., Cleveland. 














Priorities, materials and sub-con- 


tracting hold spotlight at mectings 


of contractor and supply groups 


son, Nelson Company, Detroit, on ‘“Re- 
lation of Jobber to Heating Contractor 
Under Present Government § Restriec- 
tions.” That afternoon the group 
addressed. by W. Walter Timmis, chief, 


was 


Plumbing and Heating Branch, WPB, 
who discussed the restrictions under 
which the industry would be required 


to operate. Amended order L-79, which 


was released coincidentally with the 
meeting, came in for considerable dis- 
cussion. It seemed to be the concensus 


that the relaxed restrictions of the new 
order would go a long way in helping 
the contractor to carry 


y vital 
work. 


on his 


Committees reporting on the first 
afternoon were: auditing, standards, 
air conditioning, and reports of the 
treasurer, Daniel Hayes; secretary, Jo- 
seph C. Fitts, and a report on the Amer- 
ican Standards Assn. given by Harry 


M. Hart who also presented the report 
of the Boiler Output Committee. 

Andy Sander, in charge of engineer- 
ing of the Steam Fit- 
ters’ Assn., gave an illustrated talk on 
“How to Heat the Small Home with Ra- 
diator Heat.”’ 


Chicago Master 


Special attention had been 


given, in the engineering of the plans, 


to the weights of the various materials 
SI) ) 


(Continued on Page 


In the column to the right, left to right and top to bottom: George J. Stoehr, director 
HPAC; J. E. McNevin, director; C. G. Lamb; Harry F. Beglen, vice president, American 


Radiator & Standard Sanitary Corp.: 


Kenneth 


MacKenzie, sales manager, American 


Radiator & Standard Sanitary Corp.; Wm. H. Driscoll, director HPAC; T. M. Cunning- 
ham; Thomas D. Casserley, Michigan City sales manager, Weil McLain Co.; Martin Weil, 
vice president, Weil McLain Co. 


QUESTION, Reference L-79: Does the amendment 
release small parts, accessories, etc? .. . ANSWER: 
Yes, but it continues to control larger items upon 
the theory that strict control of the small items 
is not necessary, inasmuch as—in new installations 
—they are installed in combination with the larger 
fixtures. 

QUESTION, Reference L-79: If a wholesaler sells 
to another wholesaler, as permitted in L-79, is he 
permitted to classify this sale as an A-1!0? 
ANSWER: No. However, the purchasing wholesaler 
may apply or extend to the selling wholesaler a 
rating which the selling wholesaler may extend to 
that the 


the manufacturer—provided, of course, 





oe ew ew ew ew ew a ep a « Convention Answers 


material is needed for a project which will com- 
mand a rating, or is eligible under P-84, P-I00 
or other orders. 


QUESTION, Reference L-79: May used materials 
be sold and installed without restrictions? 
ANSWER: Yes. Except for used steam boilers, the 
sale of which is limited by L-102 

QUESTION, Reference L-70: May obsolete goods 


be sold without restriction? ANSWER: No 


obsolete items—if they are not used items—are 
frozen by L-79. 
QUESTION, Reference P-84: Is it possible to 


secure an A-I0 rating that can be extended to a 


(Continued on Next Page) 


In the photographs below, left to right: Joseph C. Fitts, secretary; Lorin W. Smith, Jr.. 
Chief. Conversion Section, Plumbing and Heating Branch, WPB; and H. O. Nelson. 
president, Nelson Co., Detroit 

































































Conventions .... 


Central Supply Assn. 


PP esnrvue, WPB orders 
and the necessity for 
confining activities to the 
war effort were discussed at the spring 
meeting of the Central Supply Associa- 
tion, held at the Palmer House, Chi- 
cago, May 7 and &. 

More than 400 members attended the 
held the morning of 
board of experts——W. 
Plumbing and 
Harry G. Starr, 
Com- 


recognition of 
association 


forum 
The 
Timmis, chief, 
sranch, WPB; 
Mmergency 
Institute; J. F. 
W PB, 
defense 


priorities 
May 8. 
Walter 
Heating 
chairman, Defense 
mittee of the American 
analyst, 
Karle Heffley, 
housing analyst, WPB, 
the problems submitted by the members 


Driscoll, supervising 


Chicago: and 
Chicago—read 
and gave their interpretations. 

the aft- 
featured 


An open session was held in 


f May 8S with the 


— 


ernoon { 


speaker W. Walter Timmis. Mr. Tim- 
mis opened his address with the obser- 
vation that it was now “commencement 
time,’ not only in the colleges and uni- 
versities, but also for the plumbing and 
heating industry. “We have had a 
period of preparation for the war; now 
our work really commences.” 

Surpluses of critical materials will 
not be used by the plumbing and heat- 
ing industry, Mr. Timmis_ revealed, 
simply because there are no surpluses. 
“Every pound of iron and steel that we 
take to make plumbing and heating 
equipment comes out of tanks and shells 
and ships and guns. 

“If you add up all the requirements 
for steel this year of 1942,”” Mr. Timmis 
“  . . . you come to over a 
The productive 


declared, 


hundred million§ tons. 


(Continued on Page SS) 





(Continued from Preceding Page) 
supplier for obsolete or dead stock items with a 
that this rating may not be extended 


provision 

to the manufacturer? ANSWER: The supplier 
could apply P-84 to the wholesaler's dead stock 
items, but inasmuch as the wholesaler could not 


obtain the same type of supplies from his manu- 
facturer, the rating could not be extended by the 
wholesaler. 

QUESTION, Reference M-2ic: Under Amendment 
distributor having branch 
to have material 


No. 4 can a national 


houses so pool its quota as 
shipped to the branch needifg it 
ANSWER: National distributors cannot pool their 


Each branch has its own individual quota 


most? 


quotas 
as a maximum restriction. 
QUESTION, Reference P-84: 

‘basket’ his orders 
dealers which come under P-84? ANSWER: 
Yes. The War Production Board does not specify 
any particular doing this, so the 
wholesaler may utilize any method so long as he 
evidence that the purchase orders 
which he is combining into a 
to a manufacturer are, in 


May the wholesaler 


purchase from contractor- 


procedure for 


retains the 
from contractors 


single purchase order 


fact, sales under P-84 
QUESTION, Reference P-84: May the manufac- 
turer extend directly the A-10 ratings under P-84 


which he receives from his customers? .. AN. 
SWER: He may not. The manufacturer may extend 
such ratings only through the Production Require- 
ments Plan (PD-25A.) 

QUESTION, Reference P-84: Can a jobber's sales- 
man enter a customer's order on the jobber's sta- 


tionery, billhead or delivery ticket and have the 
customer sign it? ANSWER: This policy is 
followed in pickup sales under both P-84 and P-I00. 


The contractor, however, must keep a copy of 
the ticket, billhead, etc., in his own files. 
QUESTION, Reference P-84: Does the order 


cover plumbing and heating emergency repairs at 
all times of the year irrespective of season? One 
opinion was that a heating plant could not be 
repaired in the summer because at that time it 
did not constitute an emergency ANSWER: 
The priorities system is not designed to prevent 
necessary work. The War Production Board does 
not care whether you repair in May or October. 

QUESTION, Reference P-84: May a contractor 
or distributor combine his tabulation of A-10 rated 
sales (P-84, P-100 and others) and extend all of 
them to his source of supply as P-84 sales, inas- 
much as the ratings are identical? .. . ANSWER: 
No. Individual ratings under each order may be 
basketed, but one order may not arbitrarily be sub- 
stituted for another 

QUESTION, Reference P-118: Since the issuance 
of this order, may dairies still use P-100 for their 
repair and maintenance requirements? AN- 
SWER: No. 

QUESTION, Reference P-100: In cases of repairs 
in @ manufacturing plant, which order should 
govern—P-84 or P-100? . ANSWER: P-100. 

QUESTION, Reference L-4|: How may a defense 
worker in a defense area secure material to re- 
model his home? Do the limitations of L-41 still 
apply to this type of construction? . . ANSWER: 
L-41 and L-79 apply until the home owner obtains 


Photographs at the left were taken at the Spring meeting of The Central Supply Associa- 


tion, held May 7-8 at the Palmer House in Chicago. 
Bureau of Priorities, WPB, Washington, D. C.; Harry G. Starr, 


Martin. Asst. Chief. 


Left to right, top to bottom: L. J. 


chairman, Defense Emergency Committee of the American Institute; E. B. Hauser, secre- 
tary, Central Supply Assn.; J. B. Scofield, president, CSA; Earle Heffley, Defense Hous- 
ing Analyst, WPB. Chicago: Wm. W. Weaver. first vice president, CSA; J. F. Driscoll, 


supervising analyst, WPB, Chicago; F. W. 


38 


Swanson, Jr., second vice president, CSA. 








a rating under P-110. A rating under this order 
gives automatic exemption from both L-4l and 
L-79. 

QUESTION, Reference P-84: Can we furnish such 
items as lavatories and sinks to replace others that 
have been lost or stolen since removal? : 
ANSWER: P-84 does not provide that the old fix- 
tures or materials must be turned in accounted for. 

QUESTION, Reference P-84: In industries covered 
by special maintenance and repair orders (Ex- 
ample: canning industry, P-115) can P-84 be used? 

ANSWER: No. The special maintenance and 
repair order for that industry should be used. 

QUESTION, Reference P-i00: Does a person us- 
ing tools to repair or maintain property in an 
“essential’’ industry need to secure his customer's 
endorsement when he applies P-!00 to the pur- 
chase of tools? . . . ANSWER: No. He institutes 
the P-100 himself in this case. 

QUESTION, Reference P-100: May the contractor 
institute P-100 to obtain materials going into a 
job? . . . ANSWER: No. He merely extends the 
P-100 rating given him by his customer. 

QUESTION, Reference P-100: Are hand tools such 
as wrenches, stocks and dies used in plumbing 
and steamfitting properly sold through P-100? . 
ANSWER: Yes. A large, power driven machine— 
listed in the contractor's books as a fixed asset— 
could not be purchased or replaced under P-/00, 
but repairs to the machine could be. 

QUESTION, Reference P-100: if a piece of pipe 
shop equipment breaks down when working on a 
highly-rated order, must we use an A-I0 under 
P-100 to buy repairs, or should we apply on PD-IA 
or can we extend the rating which applies to the 
customer's order? . . . ANSWER: P-100, granting 
an A-i0 rating, may be used. If an A-I0 rating 
is not high enough, application for a higher rat- 
ing may be made on PD-IA application. The con- 
tractor may not ordinarily extend the customer's 
rating. 

QUESTION, Reference L-41: What is the farmer's 
limit for residential construction without applica- 
tion for authorization? . . . ANSWER: $500, the 
same as urban construction. 

QUESTION, Reference L-63: Does the order in- 
clude dealers and contractors as well as whole- 
salers? . . . ANSWER: Yes, if their inventories of 
plumbing and heating equipment amount to $10,000 
or more. 

QUESTION, Reference L-63: In reporting on 
PD-336, must you include under the department 
heading every item which makes up that depart- 
ment? ... ANSWER: It is not necessary to show 
the various articles. A dollar basis for reporting 
is used. 

QUESTION, Reference L-63: Does stock of black 
and galvanized steel pipe come under the inven- 
tory control order which limits stock of other sup- 


(Continued on Page SG) 
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Photos taken at Heating, Piping and Air 
Conditioning Contractors National Assn. in 
Milwaukee: At right, left to right, top to 
bottom: Wm. Ball, Wm. T. Conroy, Wm. 
W. Mallon, and George K. Hopkins of 
Kansas City; W. C. Gemeny of Chicago; 
C. B. Nash; L. F. Hudepohl, treasurer 
HPAC: Wm. R. Geiler, B. A. Walterman: 
Max D. Rose of Cincinnati; Norman 
Radder, secretary Plumbing and Heating 
Industries Bureau; L. A. Wachols, Howard 
Moran and J. G. Weber of Chicago; Matt 
Grage; C. M. Baumgardner, manager, U. 
S. Radiator Corp.; F. H. Gaylord, Hoffman 
Specialty Co.; R. E. Ferry; O. J. Prentice, 
vice president. and C. M. Brigham. vice 
president and sales manager, C. A. Dun- 
ham Co.: R. K. Robertson, Wauwautosa; 
P. C. Downey and W. F. Henock of Mil- 
waukee: Joseph C. Hays, Indianapolis; J. 
C. Matchett. Chicago and Walter Klie. 
Cleveland. E. J. Claffey. R. T. Wray. FE. T. 
Emerson and Carl Johnson of Chicago; 
George P. Nachman explaining chart. 
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Plan elimination of pub- 
lic works projects not 
necessary to war effort 


Washington, D. C., May 19-—A 
plete re-examination of the Federal 
Works Agency’s war public works pro- 
gram in the light of present-day war 
conditions, as contrasted with those 
which existed when most of the 1400 
projects in the program were approved 
for construction, was announced today 
by Brig. Gen. Philip B. Fleming, FWA 


com- 


Administrator. The review of these 
projects, under way or planned, will 
be carried out with these two ob- 


jectives: 

1. Elimination from the construction 
those 
direct 


except 
the 


program of all projects 
which are indispensable to 
war effort. 
2. Further 
critical materials to an 
minimum.” 
Unless a 


of the use of 


“irreducible 


restriction 


project is indispensable it 


will be sidetracked for the duration. 
Administrator Fleming — said This 
means that many approved projects, 
some of which were given a “green 
light” prior to Pearl Harbor, may be 
abandoned. Others which may be con- 
sidered indispensable, but which were 


planned on the basis of conditions as 
they existed a few months ago, or even 
a few weeks ago, will undergo drastic 
revision as to design and specifications, 
with a view to eliminating any critical 
materials that can possibly be elimi- 


nated. . 


xk**k* 


New bans on installation 
of air conditioning and 
refrigeration equipment 


Washington, D. C.. May 15..-The War 
Production Board today banned new in- 
stallations of air conditioning and com- 
mercial refrigeration equipment except 
to meet war and essential civilian re- 
quirements. 

New installations designed solely for 
personal comfort, such as in theaters, 
restaurants, hotels, etc., will not be per- 
mitted. 

Limitation Order L-3% 
rigid restrictions on the production and 


also places 


sale of air conditioning and commercial 
refrigeration equipment. 

For the next 90 days, only the Army, 
Navy and Maritime Commission will be 
entitled to contract for production of 
such items as beer dispensers, carbo- 
nated beverage dispensers, bottled bev- 
erage coolers, low temperature mechani- 
designed to store 
frozen food or to “quick-freeze” food, 
individual room coolers, florist boxes 
and display cases, and fountainette-type 
After that time, produc- 
must be stopped 


cal refrigerators 


soda fountains. 
tion of these 
completely. 

Order L-38 prohibits the installation, 
effective immediately, of any new equip- 
ment except on “preferred orders.” 
These orders apply only to the Army, 
Navy and Maritime Commission, cer- 
tain other government agencies, Lend- 
Lease requirements, and persons posses- 
sing a preference rating of A-9 or higher 
issued directly to them and designating 
the type of equipment desired. 


items 


(Continued on Page 85) 


x*x* 


New application forms 
and new instructions 


will aid PRP procedure 


D. C., May 13—A _ re- 
form of application for priority 
assistance under the Production Re- 
quirements Plan to be used for the third 
1942 today 


Washington, 
vised 


quarter of was announced 


by J. S. Knowlson, Director of Indus- 
try Operations. 
New instructions to applicants for 


preference ratings under the Production 
Plan will allow them to 
considerable part of the _ in- 
formation has previously 
required. materials will 
be able to supply the same reports on 
PRP applications which they are now 
general 


Requirements 
omit a 
which been 


Users of also 


preparing in answer to the 
metals questionnaire, Form PD-275, and 
duplication of paper work will thus be 
avoided. 

The new instructions will simplify the 
preparation of PRP applications by the 
many additional companies which must 
begin operating under the Production 
Requirements Plan in the quarter start- 
ing July 1. In accordance with policy 
recently announced, most of the limited 
blanket ratings under which preference 


been assigned on an in- 


40 


ratings have 


New Governm ent fictions ™ 


dustry-wide basis will be revoked or 
allowed to expire, and companies which 
have been using the blanket ratings will 
be required to apply under PRP. 

Under the new program, assignment 
of ratings to PRP applicants will de- 
pend increasingly on the nature and use 
of the applicant’s product, less on the 


pattern of preference ratings on the 
orders which he has on his books. For 
example, high ratings would be as- 


signed to a manufacturer of parts which 
would ultimately be incorporated in 
military planes or tanks, without his 
having to prove that 75 per cent of his 
orders were A-l-a, 15 per cent A-1-b, etc. 


kKk* 
PD-25X application form 
out; use the new PD-25a 


Washington, D. C., May 15.—Because 
standard applications under the Produc- 
tion Requirements Plan have been sim- 
plified by new instructions, use of the 
PD-25X application blank for 
firms with an annual business of less 
than $100,000 a year will be discon- 
tinned after May 23, the Director of 
Industry Operations announced today. 
Preference ratings which have been 
assigned on that form may continue to 
until the end of the current 
calendar quarter. Applicants who have 
used Form PD-25X in the past should 
now apply on Form PD-25A, as simpli- 


fied. 

x*x* 
County Farm Boards aid 
WPB farm construction 
program; willreviewcon- 


special 


be used 


struction applications 


Washington, D. C., May 4.— County 
War Boards of the United States De- 
partment of Agriculture will cooperate 
with WPB in handling applications for 
authorization to begin construction 
work on farms, WPB announced today. 

The procedure to be followed by 
farmers was outlined in a letter to 
M. Clifford Townsend, director of the 
Office for Agricultural War Relations, 
Department of Agriculture, from Esty 
Foster, administrator of Conservation 
Order L-41. 








= Affecting Our Industry 


WPB recognizes, Mr. Foster wrote. 
that a limited amount of construction 
by farmers is necessary to maintain and 
increase production to meet agricultural] 
goals and that certain off-the-farm 
facilities are also needed for the pro- 
duction, handling and processing of 
farm products. 

A farmer planning to begin construc- 
tion which needs authorization should 
consult his county United States De- 
partment of Agriculture war board and 
follow its instructions. County boards 
will be sent instructions covering pro- 
cedure. Application forms PD-200 will 
be furnished by county boards. 

All farm projects, including residen- 
tial, agricultural and off-the-farm con- 
struction, such as warehouses, proc- 
essing plants, creameries, ete. will be 
considered first by the United States De- 
partment of Agriculture county war 
boards. Applications for projects recom- 
mended by these boards, will be sent 
to State war boards and then to the De- 
partment of Agriculture. The Depart- 
ment will consider the recommenda- 
tions and send to the War Production 
Board for final approval those which 
are deemed essential. 

So far as residential construction is 
concerned, farm dwellings are covered 
by the same regulations as other resi- 
dential construction. If farm residen- 
tial construction, during any 12-month 
period, costs less than $500 per farm, 
no authorization is necessary. Likewise 
no authorization is required for con- 
struction begun prior to April 9, 1942; 
for maintenance and repairs; or for re- 
construction or restoration of farm resi- 
dential construction damaged or de- 
stroyed after December 31, 1941, by fire, 
flood. tornado, earthquake, act of God 
or by public enemy. 


x Ke 
M-9-c Amended further 


restricts use of copper, 
brass in our industry 


Washington, D. C., May 7-—-In M-5-c 
Amended, issued May 7, the use of cop- 
per and brass in the manufacture of 
plumbing and heating is further re- 
stricted. The order does, however, per- 
mit use of copper and brass in ap- 
plications permitted by the Defense 
Housing Critical List and by the simpli- 
fication schedules of L-42. 


Amended simplifcation 
schedules to help get 
items for Navy vessels 


Washington, D. C., May 16.—Simpli- 
fication schedules covering plumbing 
fittings and valves have been amended 
to remove restrictions on the manu- 
facture of necessary items for use in 
Navy and Maritime Commission ves 
sels, it was announced today by Di 
rector of Industry Operations J. 35. 
Knowlson. 

The amendments are No. 1 to Sched 
ule I of Limitation Order L-42 and No 
2 to Schedule II of the same order. 


x*x 


Consolidation of all con- 
struction, except Army & 
Navy, under one head will 
assist in study of needs 


Washington, D. C., May 12-—Organi- 
zation of a Construction Bureau con 


solidating the construction functions of 


the War Production Board was an- 
nounced today. 

William V. Kahler, since May, 1941 
head of the Construction Branch, Pro- 
duction Division, will be chief of the 
new Bureau. 

A part of the Production Division, the 
Bureau will: (1) service all construction 


essential to the war effort; (2) recom. 
mend construction project priority rat- 
ings; (3) apply the principles of con- 
servation of essential materials to 
construction projects; (4) administer 
Conservation Order L-41 which places 
all private construction under rigid 
control. 

The consolidation makes it possible 
for all applications for construction, ex 
cept those of the Army and Navy, to 
be handled by a single WPB agency 
It will permit a central integration of 
requirements for construction material, 
information of which is basic to plan- 
ning building programs. It also will 
make it possible to study from one 
point of view the essentiality of any 
building project. 

In general, the Bureau will service 
essential construction projects so that 
scheduled completion dates are met. If 


4] 


will work closely with industry and with 
the Army, Navy and other Government 
agencies to eliminate construction de- 
lays wherever possible. 

The Bureau will recommend the is- 
suance of limitation and conservation 
orders to conserve construction ma- 
terials, equipment and labor required 
for the war program, and administer 
such orders. The policies of the Bureau 
of Industrial Conservation will be ap- 
plied by the Construction Bureau to 
project applications to insure a mini- 
mum use of essential materials in these 
projects 

The procedure for handling publiely 
and privately financed defense housina 
is not affected by this consolidation. but 
the Housing Branch in the Division of 
Industry Operations. unde Sullivan 
Jones, which recommends the assign 
ment of priority ratings to such projects, 


IS transferred to the new Bureau 


xk * 
Plumbing section in WPB 


Washington, D. C., May 15.--Appoint 
ment of CC. M. Wileox as chief of a 
newly created Plumbing Section of the 
Plumbing and Heating Branch was an- 
nounced today by W. W. Timmis. chief 
of the branch 

The Plumbing Section will be respon- 
sible for plumbing fixtures. trim. fit- 
tings, and specialties. 

Mr. Wilcox recently had been on the 
staff of the Standard section of the 
Office of Price Admini ration, for 
Which he prepared standards on plumb 


xk *k *& 


Steam equipment order 


Washington. D. C., May 18 WPB to- 


day restricted the manufacture, delivery 


and sale of heavy power and steam 
equipme nt including boilers ahove 
lf) Ib. pressure; stokers, pulverizers, 
boiler feed pumps, fuel conveying equip 


ment, forced or induced draft fans, dust 


collectors and valves (600 Ih pressure 
7o0 F. temperature) and other equip 
ment 

The order (1-117) limits manufacture 


gale and delivery of such equipment in 


the future to jobs under PD3A_ ce 


tificates, for Lend-Lease ioba under 
P19h. and orders under PD-IA_ cer- 
tificates. when the rating ire A-S or 


higher. 













































4 
HE whole structure of 


radio is reared on sound. Every note, 


every word, every sound-effect must be 


as nearly pure, as nearly free from 


audible interference when leaving the 


broadcasting studio, as science and in- 
it. That's 


with the design and 


genuity can make why the 
engineers charged 
installation of the air conditioning 
plant in San Francisco's 
pleted Radio City 
worked for the 
the common 


sounds 


newly com- 


have successfully 
elimination of one of 


most sources of building 
those originating from air con- 
ditioning operation 

taken and 


go far toward 


plant 


The steps just finished in 


this direction might add- 


ing to the five well established func- 


Above. exterior of the NBC building in San 
Francisco. The ultra-modern structure 


needed air conditioning to make its services 
of the greatest value 





conditioning, a sixth func 
that of 


trol, in which field a large share of the 


tions of air 


tion or dimension sound con- 
pioneering has been done by the radio 


industry. These steps will be obvious 
in this description of the $75,000 plant. 
Also obvious will be the examples, some 
of them unique in this instance, of how 
air conditioning —one of the world’s two 


so-called baby industries—is serving the 


other: and this, indeed, is a contribu- 
tion to the war effort, it being close 
coupled with the now more than ever 


vital field of communication. 


The new building is occupied by Sta- 


tion KPO of the National Broadcasting 
Company and KGO of the Blue Net- 
work. The first floor of the five-story 
structure consists of a commodious 
lobby, the balance of the ground-floor 
being devoted to car-parking facilities. 
The second floor embraces seven 


ranging from Studio “A” with 


42 


studios, 





Feadio City 


Isolation of exterior noises 
and elimination of vibration 
from interior equipment make 
this air conditioning instal- 
lation in a communications 
center highly important as 


a new priority rated project 


a »(0-person seating capacity to the 
Speaker Studio 


control room: 


modestly 


+s 7 99 
(r, 


proportioned 
each with its own 
also on the second floor are rooms for 
music rights 
conference rooms. The 
the upper half of 
“A,” “B,” and “C” studios, and 


score of 


sound effects. traffic, news. 
and various 
third 


the large 


floor includes 


over a quarters for the sales, 


engineering staffs, and 


continuity, 


technical and 


for equipment, thesaurus 
library, music library, technical supplies 
and equipment, and two small studios, 


and the master control room. 


The fourth floor is devoted to execu- 
tives and their staffs, programs, office 
work and the press. The fifth floor is 


made up exclusively of the penthouse, 


which contains the air conditioning 
plant. The penthouse is a continuation 
of the tower that carries an elaborate, 
highly striking mural in tiles that 


stretches forty feet up the face of the 
The fronts 
Taylor 
windowless, 


building over the marquee. 
of the facing on 
O'Farrell streets 


building and 
are 


though an otherwise blank wall on both 


streets is broken by strips of glass 
tiling. 

Taken as a whole, there is a dual rea- 
son for the air conditioning of Radio 


City: for the offices the purpose was to 
provide comfort; for the studios it was 
not only the angle, it 
matter of necessity, due to the artists 


comfort was a 


movine from one studio to another. 


Also—and this is important—-uniform 











Where flix Conditionin g 
Ds an EJ 44en tial S. ervice.. 


control of temperature and humidity conditions is im- 
perative, in order that the musicians’ instruments . , 
will not require frequent retuning, and this latter ie typical sound 
absorber. | his one 
consideration applies with equal force to the $35,000 leads into Studio A. 
pipe organ. Below: Conditioned 
The entire installation may properly be divided air plant on the fifth 
into two sub-systems, the first taking care of the Het whchen-dagui-ve-etadvemnel 
denser at right, two 
executive and administrative offices on the fourth 10-ton compressors at 
floor, the second handling the load for the studios left 
and various operating offices on the other two floors. 
The entire refrigerating portion of the system is 
mounted on a floating base—a concrete block 16 by 
18 ft, supported by coil springs to eliminate vibration 
emanating from the machinery and to prevent it 
from being transferred to the building proper. On 
this floating base are mounted the two 40-ton com- 
pressors, chilled water tank, circulating pump and 


Right: Cross section 








evaporative condenser. 
Both systems—that is, that which serves the fourth 
floor and the other serving the balance of the building : saat 
, ment ad it} individ 1 st sy nd etur ¥ - ae _ Bottom left: This 
¢ , > 7 ’ r ‘ ’ y ‘ "sy . as? - . A 
are equipped with individua SUupE ya return -? 3 | . photograph shows 
fans, cooling coils, reheaters, automatic dampers and rf fae | eS | a <e how the duets are 


humidifiers, with the required pneumatic controls for oe — ’ tied in with = the 


the proper adjustment of temperature and humidity floating pangs 
; of a typical studio. 


itions » fans are connected to the supply i. : 

conditions. The fans a1 nnected ppl Be ) S nslech enanins eel 
and return ducts by canvas sleeves; the ducts are 
lined with sheets of acoustical material to prevent 


' and one of the com- 
OT Ng Demy [Re KO a 
transmission of fan noises into the ventilating system. oe — , b. aaniiie .° in ne — 
This was the planned start of the system now in ; J ' S -. wh ji a elow, right 
effect looking toward the control of sound transmis- * 
sion in and out of the studios by way of the air con- 


ditioning system. 
(Continued on Page SS) 














requests it. This offer was made in a 

am € previous issue and will remain in force 

until our supply is exhausted. After 

Yl C @ f that, we are informed that copies must 


be purchased from the U. S. Govern- 
ment Printing Office. 








L-63 


Y Below is the special bulletin on L-63 

which earlier was sent to all persons 

a holding a Domestic Engineering sub- 
scription. Its companion piece (shown 

LH a CO at the right below) is an exact copy 
otf Form PD-336, used for the report- 


ing of their inventories. Readers who 
NX . are required by the order to keep such 
i EVER before in the his- try. Domestic Engineering subscribers inventories may do so on this form. 
tory of the plumbing and heating in- received this complete Flow Chart in Some copies are still available to sub- 
dustry have the decisions and actions their May issues. Reprints of the Flow  gcripbers upon request. 
of the government been so important to Chart, including the newly-amended 
L-79, are available at a price of 25c each. 








plumbing and heating contractors, 


wholesalers and manufacturers. 
SPECIAL BULLETIN -- 





Never before in the history of our 
Ges SOME T TIC Paan AVewes 


























































































industry has news of government moves p . it A ° 
been so vital to contractors and manu- rior y nswers auseanaaaine am ——— oo 
re > “a "SS ¢ , ePSs a) , & e . . P . . - 
facturers, and wholesalers | Pictured below is an eleven - page para Lae 1 tomrage 503i 
DOMESTIC ENGINEERING has and is . . f . 0 monthly ra stock on 
brochure including scores of questions hand, if total is greater $10,000.00 
tia anew « ; er eee -eaders Aa —_ : FIRST ENTRY 1S OVE APRIL 20 . 
making every effort to inform readers — anq answers on priority, limitation, allo- ws teniiatdilaetdd | a 
i ; “4. : 7 7 rpPieai : * P io ar od ~~ iy 
of all important orders and decisions cation and price orders affecting the | iw Sesesememssersewes | IS: 
influencing every angle of the indi- peepee _ nd 
: ' _ Se ee te 
vidual’s business. Domestic ENGINEER- wo RSS SRS = 
ING’S cooperation with its industry heer endcy 2 ge a . 
has been extended through various spe- SSeS Sas Ss 
eitiseeitilinen anes aici Ser es tesesnsacge See SS = 
cial services-—available free to subscrib- 200 CUESTIONS fests sncaterarm san Saese ER SETA e To es 
ers—as well as through its monthly 200 ANSWERS... Eece * Pi rm PISA nh OE 
| : | i SSS SS 
editorial pages. atm Ahan ae oni ahants eae a he ee a 
PAA At my serecee ty DOMESTIC Cael atee ses) - punters > Sap Ss Ss 
1008 Pretrte ave. thieege 
a FL la 
Ne St ere een ee retet aed Bere tapet Pram gees ‘tne See ¥ re ~~ 
eee ee et = ae 
sone Guns Soseagee an co soaw eabeaae to ame Tie TAMEP © @ait-rmienh mae 
awtin ee  fe pete mere we a Poets THO > meine ont cotta 
Flow Chart pox Te 
Pell ea Bae ay Pg gh 
Shown below are the two sides of LSS SS ar eS p 
. . . . . (adn Weterpretetions ae Ww Gute amhy + Som apwettiad meg 
Domestic Engineering’s Materials Flow Son hart site os aa me hay -84 
Chart No. 3, the only complete and con- Pie a ay or ements here pees = Sam eS foe ' 
. Siete oe Stange mn tem tng eee The Extra Bulletin on P-84, below, 
cise diagram, including suggestions for PR ok yy the ny Eo ty . 
eee ot EE was sent to all Domestic Engineering 
extensions—offered to our entire indus- Le a Shy eee, ee, at ee ee ; a 
Saas tote saooring Sinen ed Sms peace ahs subscribers. The Bulletin included a 
ed SS SS a Gm an eo ota - ooning ¢ aa . . 
VES! Sk att copy of the order and Washington in- 
: Srolesees tor ame ts ctr Gaal Smee, hwo te CemEOTSS tame Tater terpretations 
‘tae ore mshy Cer eedmee fn ie fee Ghemges ae other eters a 
DOMESTIC ENGINEERING No 3 SS SSS SETS 
co EN MATERIALS FLOW CHART > ate «ae ; E 
$tt | 
DOMES ATER ~ XTR Ap 
c= h. Y, 
ORTaNy. 
P. one 
plumbing and heating industry. These "4.19 reste a, 
questions were drawn from discussion | tring Pires ang tales 
panels at meetings and from hundreds 
of questions received by Domestic En- Emergency 
gineering. PLUMBING 
STANDARDS 
FOR 
P| bi * d DEFENSE 
umoing ode HOUSING 
The illustration on top at right pic- 2 
tures the “Emergency Plumbing Stand- ae eee Savcabn e 
ards for Defense Housing.” Petrmary 1042 
While the supply lasts, one copy will 








be sent free to anyone now holding a 
Domestic Engineering subscription who 
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Our Job for 1942 


{ “Our” means Youngstown l 


and all its customers 


OfD ou will win this war. Every possible pound 


of ore must be mined and transported to the furnaces, 
every possible pound of steel poured from open hearths 
and Bessemers. Equipment and men will continue 


to work night and day for Victory. 


Where does this steel go? To fabricators who 
will convert it into material which will be used to 
win this war. Their equipment and men will work 


night and day, for Victory. 


When we free Americans are willing to work to 
the limit of our capacity, our triumph over the dictator- 


driven workers of our enemies will be sure. 


THE YOUNGSTOWN SHEET AND TUBE COMPANY 
YOUNGSTOWN, OHIO 
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25-35E 


























NQMP Convention... 


First and preliminary 


report of sessions. I. 


W. Merryman new presi- 
dent; R. K. Landreth is 


named vice president 


- 

7 HE National Assn. of Master 
Plumbers held its 60th annual national! 
convention in Richmond, Va., June 1 
to 4. The most important business con- 
cerned priorities, war trends and ad- 
justments which must be made to con- 
form to today’s conditions. 

T. W. Merryman, Chicago, the _ in- 
coming president, characterized the job 
ahead in the following words: “The im- 
mediate task at hand is the winning of 
the war, and to that job we dedicate our 
energies, our resources and, if need be, 
our lives. But, at the same time, we 
must not lose sight of the problems 
which will face us in the post-war 
period. We must start to plan now for 
rehabilitation work after the war.” 

R. K. Landreth, national director 
from Texas, was elected vice president. 
George H. Werner, Orange, N. J., was 
reelected treasurer. Ray A. Ferguson, 
Chicago, will be the secretary. 

The best session, from the _  stand- 
points of interest and attention was 
that of Tuesday afternoon, June 2, 
which was entitled “Government 














Speaks.” Addresses were given at this 
session by Sullivan W. Jones, chief, 
Housing Priorities Division, WPB; W. 
Walter Timmis, chief, Plumbing and 
Heating Branch; George E. Hoffman, 
senior consultant to the Branch, and 
Edward Monteath, past NAMP presi 
dent and now consultant to the Branch 





(Continued on Page 75) 


First pictures taken at NAMP convention: 
top to bottom left to right: T. W. Merry- 
man, Chicago, new president; Sullivan 
Jones, housing priorities chief; Thos. J. 
Cronin, Birmingham, N. Y., retiring pres!- 
dent: Frank Fee; R. G. Creviston, manager 
of trade relations for Crane Co.; Edward 
Monteath, Plumbing and Heating Branch 
consultant; Wm. J. Lang, Chicago, chair 
man of motion picture committee; Jere 
Murphy, New York City, past NAMP pres!- 
dent; Alex Auchinachie, retiring secretary : 
George E. Hoffman, Plumbing and Heating 
Branch consultant; H. P. Reger. Chicago. 
and George H. Werner, NAMP treasurer: 
L. B. Snead. Virginia president. More 
pictures next month. 
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Our COUNTRY’S war needs require all the copper that 
would otherwise go into regular peacetime uses . . . such as 
copper tube plumbing and heating lines in residences and 
commercial buildings. 

Typical of the applications for which copper is vitally 
needed is this large copper duct fabricated from sheet metal 


for use on a cargo ship. Copper equipment of many kinds is 
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The copper that 
might have been used for this 


rustproof plumbing system... 


Gusloat- 


---MAKES HUGE COPPER TUBES 
FOR OUR VITAL NEW SHIPS 





needed in shipbuilding, as well as in our essential chemical 


industries. And the need for copper-alloys . brasse 


! 


bronzes, etc... . is tremendous. 


These time-honored roperties of Copper—rust-immunity, 


corrosion-resistance. heat conductivity ... and easy fabrica- 
tion... these are some of the reasons why copper and 


alloys find such great demand in our war program ‘ 


wines @Aaconila Copper 


THE AMERICAN BRASS COMPANY e 
Subsidiary of Anaconda Copper Mining Company « In Canada: 


General Offices: 


C( onnecti< 


Waterbury, 


ANACONDA AMERICAN BRASS LTD... New Toronto. Ontario 
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nd-tired coal heat foz the 
homes of war workers 


FITZGIBBONS 
0 FW WARM AIR 


CONDITIONERS 


Ready now for prompt shipment 


Designed to government specifications, of course — but a 
Fitzgibbons unit in everything that has made the name 
Fitzgibbons just another word for convenient, economical 
comfort-heat. For instance, Fitzgibbons ‘‘Weldseal’’ con- ‘4 
struction — meaning the positive and permanent exclusion 
of dust and combustion gases from the air stream. All seams 
and joints are electrically welded, the Fitzgibbons way. 


June, 1942 
















Notice the large coal 
firing opening, un- 
usually capacious 
for a unit this size. 
The easy grate oper- 
ation is also shown. 

































The blower unit is resiliently mounted, balanced both 
statically and dynamically for vibrationless, quiet operation. 
An automatic switch operated by a control in the plenum 
chamber, turns the blower on or off depending upon the 
temperature setting. 


Everything pertaining to combustion is designed with the 
inestimable advantage of Fitzgibbons many years’ experi- 
ence in this field. Grey-iron grates have air spaces correct for 
complete burning of fuel. Firepot has a fitted pre-cast high 
test) ceramic liner. Service and ashpit doors are large for 
easy service, with gasketed joints for tightness. The manually 
operated regulator effectively controls rate of combustion. 


The unit is shipped completely assembled, except for 
jacket and plenum, which are quickly and easily installed. 


Mail the coupon below for complete data. 


DE-6 
Fitzgibbons Boiler Company. Inc. 
101 PARK AVENUE, NEW YORK, N. Y. 


Send me the bulletin about the 
Fitzgibbons 80 FWA. 


Name. 


Address 


City and State 
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Both association and in- 
dividual efforts in our 
industry are keyed to 


wartime activities as... 


Contractor Ds 


Honored ee« HPAC Meets 


a The coveted prize of wartime industry. the award ot 
Navy “E” for excellence, has been officially bestowed on 
the Pacifie Electrical and Mechanical Co. of San Fran- 
cisco, according to an announcement by General Manager 
Thos. ©. Douglass. With the award goes the privilege ! 
of wearing the “Kk” button. now being worn by Mr. 








Douglass and his foree of thirty-one men ee above). 
@ further distinction attaches to this recognition. as it is 
the first to be made in the construction teld in thas 
instance the award covers heating and ventilating work. 
The Pacific Electrical and Mechanical Co. has been pet 
forming certain contracts involved in the conversion to 
Navy uses of facilities on Treasure Island. scene of the 
1939 and 1910 Golden Gate International Exposition 
@ The citation accompanying the award set forth that 
the company, during its execution of numerous contracts 
over a period of seven months, had never failed to antte- 
pate the completion date by from one to even «ays 

— Prior to the outbreak of the current war, the bestowal 
of the Nevy “KE” has been limited exclusively to fighting 
units afloat. being granted as ofheial recognition of ex 





cellence attained by a given vessel in either gunnery of 
engineroom etherencs Phe first Navy “Ek” was displaved 


im} Milt 





\t the left. YW. Walter l immi- iddre- ‘*- thes rire \n 
nual convention of the Heating. Piping & Air Condition 
ing Contractors National Assn. held in Milwaukee. Mays 


2%. 26 ind Zi. Intere-t it the essions centered chiefls 
rround the discussion of priorities and sub-contracts for 
Wil work. “re Pages fy ina vi ber Tridere’ picture ina 


new « tory 





CERTIFIED 
RADIANT HEAT 































LOWER THEIR HEATING BILLS 
THEY CAN BUY MORE 


WAR BONDS 


Many families look to you for efficient home heating. 
You can guarantee it to them if you install a Spencer 
Magazine Feed Heater. It burns low cost small size Anthra- 
cite or coke and automatically stokes the fire without 
motors or moving parts. One of the family just fills up the 
magazine — then they forget it for a day, even two days in 
moderate weather. 

This automatic stoker is just one of a number of Spencer 
Boilers—each one designed for a special purpose. There's 
a special Spencer for every type of fuel and for every size of 
building, from the biggest (42,500 feet steam) down to the 


4 


‘*K”’ Boiler for small-home defense housing. 


SPENCER HEATER 


Division — The Aviation Corporation 
Williamsport, Pa. 


SPENCER BOILERS 
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@n tunis page shows 


ing chart 
frigerating 
pared by the Air 
informal 


the Air 


collaboration 
Conditioning 
Refrigeration Branch of WPB. 


COpy 


which 


with 
and 


ot 


for air conditioning and re- 


equipment was pre 
Conditioning 


Refrigerating Machinery Association in 


Commercial! 
Both the 


and 


officials of 


ranch and the ACRMA have expressed 


the hope that members of the industry 


“Ultimate Buyer or 


Coding Chatt-- 
por Ahi Conditionin G 
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HE illustration presented 


the cod 
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Industrial Liquid Cooling, 
Ineluding Drinking Water 


Repair end Maintenanse Orders 
All Others 
* Orders Rated A-2 through A-® 








will make general use of the chart. or End Product.” lay be « 
To illustrate how the chart should be No. 17 in the column entitled ) ick 
used: A copy should be attached to each “Manutacturing Industry or Busi Willian 
PD-1A form going to the Air Con- ness Classification.” preside 
ditioning and Commercial Refrigeration No. 9 in the column entitled “Ap that the « 
Branch. If the PD-1A form covers, say, plication or Functional Use of Re dup ited 
the sale of air conditioning equipment frigerating and/or Air Condition rende 
for the gauge room of a company mak- ing Equipment.” nu we 4 
ing machine tools, the coding of the By referring to the coding chart son. th 
chart may be marked by checking: properly marked, the Branch staff can the Bran 
No. 21 in the column entitled easily allot the proper rating to the ap paper & 
CODING CHART FOR AIR COMDITIONING AND REVRIGERATION APPLICATIONS 
APPLICATION GR FUNCTIONAL OSE OF 
FACILITY OR END PRODUCT BUSINESS CLAGSI FICATION CONDITIONING SQUI PMENT 
Aray Air Corps Manufacturing Industries * 4. Preserving foodstuffs ia sterege 
Aray Enginesers “ presen Passages. "ale ea 2. Preserving footeteffe in transit 
* emobil ° rueks, tanks 
Aruy Ordnance % om ce ear explosives 3. Cooling or freesing foodstuffs 
. d oquipacnt during 
5. end pharmaceuticals 
- rtment 6 
imag = Cher Sage ¢- Peal ~ bakery pratusts 4. Preservation er conditioning 
- Dureau . materials or s other 
Savy - Bureau of Yards and Docks Py cook aie poultry va 
lil. Food = fruit end vegetables oe ‘cote vs mage gpen me “y 
Savy * Beresu of Ordnance mtericis during proses 
oy . = ae Gee Pressing fecture, incloding ice msufecturi ng 
, ae he ee 6. Contitioning spaces in which manu- 
16. lee manefacture and storage ere being 
Uaritins Camfosion 16. Trem and stee] production pret yr ant/or industriel 
Other U. 8. Government Agencies 4g pear recs Pingel ng Parnne. a products inepested or tested 
ll. LeutyLease 19. eee ee 7. Confitioning qpeeces other than 
ithographi ng epaces. health. 
lt, Sxpert 44 Poors renee Pi st apemay efficteusy, or canfort of cooupants 
15. State and Municipal a ae ee 8. Cooling érimking weter 
4. Other Orders Rated AA to A-1-L 2%. All other samfecturere 9. Contitionhag apeces in whieh fine 
instruments, ceages, eo 
"16. Dairy Produots - Storage ent sensitive epparatue are or 
Treneportation Bucinwcces used 
& ect 26. Cold storage 10. Cee or freezing mteriais or 
car aes ~ Gogg ant ¢ = 26- Hoepitele ead institutions ceuaneneunen spaces, simlating 
* 17. Pood and Dairy Product-Proceesing x ee, eee ee cones) centisiens is reese 
29. Housing - hoteles ani e 
* 16. I Manufeaoct orng . 
= area 4 —_ prernn. iy recidemese ent air-raié ll. Cooling water and a ge where 
"1. Retai Prod ent rol led ture is nece 
ore fanirong pied wee - “- oie as te the production of the product(s 
* 2. Industrie) Processing - = tiie "a pr Agent 12. am yore paeernente: me ictenance, 
Befvigoreting Bquipncet 58. Trenepertation ~ mrine pet 
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Cooperation between industry and 


WPB produces a simplified cod- 


ing chart to speed priorities action 
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AUT UMATIL HEAT 


ATR CONDITIONING 
Section 





Ihe coding chart at the 
left has been produced 
through the joint efforts 
of official~ of the Air Con 
ditioning ind = €.ommer 
cial Retrigeration Branch 
of WPB and the AC RMA. 
(,ener 7 ij-¢ by members 
of the trndu«tryv is re 
quested with the stipula- 
trom that at he sent to 
WPB only on an 3!, hy 
Ty wo 
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Location of Unit 














ry. 
HE proper location of the of unit heaters the effective length of sideration. One fairly safe rule of 
individual units of a heating system de the heat zone must be taken into con- thumb figure quite widely used is that 
pends, to a large extent, upon the par- 
ticular space to be heated and the con 
ditions under which the units must Table 1—To be used in conjunction with Figure 1. 
operate. It is, therefore, impossible to No. 49 No. P49 
prescribe any definite installation pro Size of Units No. 65 and & No. 100 No. 125 and 200 
cedure. There are, however, a numbe! A. Floor area covered by unit in square feet 700 S50 1,266 1400 = 2,200 
of general rules to be followed (. Distance trom unit to center of circle, feet 27 3 owl 39 48 
First. there is the effective heat zone 1) Pameter OF CITCIO, TOECL...ccsccesesecber 2% ov) Of ov 4s 
In considering the location and selection 
the length of throw of heated air, in 


feet, for a given unit heater is 7 per 
cent of the rated face velocity. Table I 
shows the floor area covered and the 
effective throw of average size’ unit 
heaters. For units with centrifugal 
blowers, and for the large floor units 
up to 1,250 M Btu it would be advisable 
to consult the manufacturer. 

The second consideration is for the 
floor area covered and the throw fo! 
various units. As you check the areas 
covered by the units you have selected 
against the floor area of the space you 
are to heat you may find that parts ol 


these areas fall outside the building 


The photograph walls. This need not bother you, as 

above ~how- installa- thes. parts can he applied te help fil] 

tion of unit heaters , ° 
up the uncovered parts of the _ floo 


in a large can manu- 


facturing plant in the The total areas of the templates made 
‘ = ‘ 


Northwest. Picture at to represent the areas covered by the 
the left shows appli- units should of course equal the total 
. . ei ¢* w= 
cation of the heater Saar aren to be covered, 
in a large bras. ware- | | 
The third point is the suspension of 


hou-e 





st 
~ 














Efficiency of heaters and a reduction 


in number needed for an installation 


are vitally affected by their location. 


This article, second in a series, also 


tells about venting of the heaters 


the unit heaters. Experience has shown 
that the ideal height of the unit heaters 
above the floor is from § to 160 ft. If it 
is necessary to install the 
height of from 12 to 16 ft 
floor, a high velocity 90 degree outlet 
air nozzle should be used. 

The distance from the floor that the 
will be controlled 


unit at a 
above the 


units are suspended 
in many cases by local conditions within 
the building but it is best to stay within 
the limits given in the preceding para- 
graph. 

The 
must also be taken into account. 
ing selected the distance from the floor 
to the bottom of the units, multiply 
this figure by the floor area to get the 
units. Then 


volume of air to be circulated 


Hav- 


volume of air below the 


multiply this volume by fhe rate of 


circulation given in the following table. 


Drawing below. right. shows floor area cov- 
ered by unit heater (see text). Photo at 
right shows application of unit heater in- 
stalled in wall of generator. Picture below 
is an installation in a machine shop 


ue = a | ; 


3 oft “ 
a ees FT. |: 
AS ye }—- 
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Suggested rate of 


of the air below the heater to 


insure Satisfactory 

bution in the 

changes per hour.) 
Normal 


Room Speed 


Temperature Fan 
iO F. % 
60 F ) 
D0 F. { 
40 |} 4 
















Poor. 


heat distri- 


i | 
Siow 


Speed 


Not [sed 
Not Used 


AUTOMAT IC HEAT 


Ain CONDITIONING 
Section 





This product is the total air to be cir- 
liated per hour, and dividing it by the 
iting of the unit heat selected in 
hy >¢ ye LOU il] apacity, the 

number of units required can be deter- 

ed 

\ iS-fire ul heaters must be 
equipped with son tvpe of vent to the 
utside of the buildit nile installed 


In buildings where the products of com 


bustion are in no way 


Most 


people continually during period 


objectionable 
which are inhabited by 
of the 
venting of cas-fired unit 


building 


dav require the 


heaters In warehouses and other types 


of buildings not continually occupied 


by humans the units need not be vented. 


The venting of unit heat does not 
Ole ; SeTION proble I Vier there is 
} rool roaove th pace Demy heated 

nee the ver vy be in directly 


(Continued on Pare st) 
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Pressures 


To the Editor: 

Assuming that I have a 14 in. pipe line 
branching from another large line in 
which the pressure is 100 pounds per 
square inch and that the 1% in. line is 
enlarged to a 3 in. line almost immedi- 
ately, will the pressure in the 3 in. line 
also be at 100 lb. per square inch if the 
lines are filled with steam or water un- 
der this pressure? 

How will the volume of output in the 
3 in. line be affected? There are two 
pressure gauges installed; the one on the 
small line reading 100 lb. pressure. What 
will the gauge on the 3 in. line read for 
pressure? 


Washington, D. C. V.P.N. 
To the Reader: 
The answer to the first part of yout 


question is comparatively simple as 
pipe all 
gauges read the and the 
pressure in the '% in. line, the 5 in. line 
would all be at 100 Ib. 
flow takes 
friction is set 
pipe and the 

This drop may be 
no drop up to 
the end of the 


with no flow in the branch 


would same 
and the matin 
But as 
through the 


soon as any place 


branch line 


up in the branch gauges 


will begin to drop 


anything from almost 


nearly 100 Ib. drop if 
is assumed as an open end 
that, if the 


an open end, practically 


4 in. pipe 

The 
S in. pipe had 
initial 100 Ib 
be wmsed up in overcoming pipe friction 


reason for this 1s 


all of the pressure would 


in the line but the drop would be dif- 
ferent on the two gauges Again the 
amount of flow would depend on the 


velocity necessary to set up a friction 


loss of 100 Ib. between the main and 


the open end of the pipe 


The amount of flow. of course. 1s the 


same for the l™% in. pipe as it is for the 


iT} pipe since the l, in pipe supplies 
the 3 in. pipe Owing to the fact that 
you have given no leneth for either the 
I, In. pipe o1 the 3 in pipe it is im 
possible to determine much outside of 
generalities in regard to the problem 

Howeve the following might be 
pointed out the area of the ™% In. pipe 


is approximately 1/36th as much as the 


area of the 3 in. pipe and, therefore, 
any flow which takes place through the 

in. branch would have about 36 times 
the velocity in the t, in. pipe that it 
would have through the 3 in. pipe. As 
a result of this, the pressure drop in 
the % In. pipe is very high as it is 
found that the friction increases with 
the square of the velocity and—36x°36 
equals 1,296-—which simply means that 


pressure drop—per 


1.296 


the friction loss—or 


foot in the 1% in. line will be 
loss or 
pressure drop per foot in the 3 in. line. 

Thus a length of % in. 
pipe would drop 
in pressure at the end of the % in. pipe 


the 


times as much as the friction 


very short 


produce a very great 


compared to what would occur in 


5 in. pipe. For example, with 100 gal. 
per minute flowing the friction in the 
54 in. pipe would be about 2% Ib. in a 
100 ft. of run or 6.025 lb. per foot. In 
the ™% in. pipe, however, it would be 
about 1,296 times as much or 3,240 Ib. 


per 100 ft. of about 32 Ib. 
foot. 


If it is assumed that the short length 


run or per 


of % in. pipe and the fittings had a 
friction loss equal to 3 ft. of % in. 
straight pipe and that the 3 in. pipe 
is a straight pipe about 200 ft. long, 
the friction losses then would be 
o ft. of 14 in. pipe at 32 lb. per 
on c28te tar cedtenneese 96 Ib. 
200 ft. of 3 in. pipe at 2.5 lb per 
LOO ft. ....0.. dae ene tooe OT 
Total friction loss........ 101 Ib. 
As the pressure in the main is only 
100 Ib. to start and the line with 100 


loss of 101 Ib., it 
trifle less than 100 
gpm. flowing all of the initial pressure 


gpm. flowing has a 


follows that. with a 


has been used up and, if the end of the 
5 in. pipe were an open end, about 100 


gpm. would be delivered 


Faucet Deliveries 


To the Editor: 

Supposing I had an elevated water 
tank with water at a constant depth of 
4 ft with the surface of the water 80 ft 
above the outlet of a 1,000 ft length of 
pipe. This length of pipe drops diag- 
onally to a faucet at the far end. 

Can you tell me what size this pipe 
must be in order to supply water at 35 
lb pressure to a 1 in. faucet? What size 


for two ' in. faucets—three 1 in. 


faucets—four ‘'~ in. faucets—and five 
i, in. faucets? The pressure, if neces- 
sary, can be 25 lb. 

Alabama. j.L.B. 
To the Reade 

Your total available head is only 8&0 
ft which is 0.433 Ib x SO or 41% lh. 
and therefore vou cannot get 35 Ib. at 
the faucets under any condition. You 
can, however, obtain 25 Ib in which 


case the amount of head which may be 


used up in friction in the 1.000 ft of pipe 
amounts to 


394.5 Ib ~-»9 Ib or 9.5 Ib 


1,000 


lineal 
0.95 lb per 100 ft on 


divided into the 


run 


and this 
feet of 
about a pound loss for every 100 feet of 
pipe. 

A % in. kitchen faucet fully 
open and under 25 lb pressure will give 
a flow approximately of 12 gpm. There- 
fore the flow required for the different 


frives 


when 


number of faucets will be as follows: 
0 ee ee ee 12 gpm 
SO rE eee ee 24 gpm 
7 GS. 6 teehee wea 36 gpm 
PR 4b nee dea wand Be 48 gpm 
5 ee er ae 60 gpm 
All that remains to be done now is to 
select the sizes of pipe which under 
these various deliveries will not have 


a friction loss in excess of 1 lb per 100 
ft. From friction charts we find this 
to be for 1 faucet, 1% in.; 2 faucets, 2 
in.; 3 faucets, 2% in.; 4 faucets, 3 in. 
and for 5 faucets, 3 in. 


Filters 


To the Editor: 

A new school in which we did the 
plumbing contracting work is having 
trouble with sand in the water supply 
piping. Various pieces of pressure oper- 
ated fixtures are being bothered by con- 
tinual plugging with the sand entering 
from the city service mains. One sand 
trap is already installed in the service 
line but apparently the flow of sand is 
so great that the trap cannot stop all of 
it. What could you suggest that might 
remedy the difficulty we are having? 


Wisconsin. O.P.H. 
To the Reader: 


You will be able to remove all of the 
sand in the supply water by installing 
a sand filter on the supply line as close 
to the the 


the building as possible. 


point where supply enters 
These filters 
a sand bed on the top, bone chat 
the 
way of sand valves in the bot 
You decide the 
Inaximum which the 
filter the safe fil- 


tering gpm per sq ft of 


have 


coal below and water leaves the 


filter by 
have to 


tom will 


rate of water flow 


will have to pass as 


? 


rate is about 3 
filter area although ina pinch this could 
Thus if 


were 100 


be run up to 5 gpm. your max 


imum rate of flow gpm this 


divided by 5 gpm would require 20 sq f! 
is equal to a 


hetter. 


of filter bed area which 


60 in. diameter cylinder, or two 


1S in. diameter filters connected up in 
parallel 

the filter is installed 
may take some time to work all of the 


the horizontal building 


Even after 


sand out of 


piping 











Changeovers’ Effect 

© 14-Month Price Rise Ended 
With Over-All Ceilings Set 
at March Levels 


As is to be expected, with consumers 


as well as producers increasingly at- 
fected by the changeover to a war 


economy, business activity is unable to 
improve significantly on the 
established early this year. A fourteen- 
month price rise was rounded off with 
over-all ceilings set at March 
However, the Index of Business 
ity increased to 145.2 for the week end- 
ing April 25 from 145.1 a month earlier 
and 116.9 a year earlier. In contrast to 
the levelling off in consumer buying 
since January, consumer income has 
continued to surge upward. In March, 


records 


levels. 
Activ- 


national income payments were 35 per 
cent larger than January, which is a 
greater than seasonal increase. 


Department of Commerce figures in- 
dicate that a 42 per cent was 
reported for the month of 
117 wholesalers as compared 
In 1941 the average 
saler were $46,965 whereas in March of 
1942 the 
For the lst quarter of 1942 these whole- 


increase 
March by 

with ‘41. 
whole- 


sales per 


average sales were $64,820.00. 
increase 


The 
wholesalers for 


Salers report a 39 per cent 


over the Ist quarter of last year. 


average sales of these 
the 3-month period of 1942 were $190.- 


896 as $130,948 


‘> 


against during the 


month period of the previous yea! 

Key wholesalers throughout the coun 
try have reported gains for the month 
of April as compared with April of last 
that is, 


England 


with the exception of the 
$499 de- 


yea! 
New 


crease 


States where a 


was reported. <As in previous 
Atlantic 


gains both in 


months the South States con 
tinue to show the 


April 


accompanying 


largest 
and for the first four months. The 
shows a 47.00 per 


Kast 


tahle 


cent gain tor the South Central 


States but this cannot be said to be 


truly indicative as only two wholesalers 
reported from that parti uial section 
Although da good pere entave of the re 


last month's 


expected Husiness 


porting wholesalers in 


stated that they 


port 


in April to be worse than a year ago 


the average increase reported by these 


wholesalers for the month of April was 
actually cent above last vear 


tecent 


10.22 per 


shipment figures released by 


the Department of Commerce indicate 
that made in all 


equipment 


gains were types of 
range 


L442 


with the exception of 


boilers during the first quarter of 





With the corresponding 


as compared 


period of 1941. 


Steel boilers showed the 
gain o»>.47 per cent having 
4.871 the 1942 Ist 


Cast iron boilers followed with 


largest 
shipped 
quarter, 


boilers in 
a 24.38 per cent increase, with radiation 
stoker 


and shipments close behind 
Building Construction 

According to figures just released by 
the F. W. 


struction 


Dodge Corporation, war con 
continued in large 
April. <A 


increase in the dollar total! 


contracts 
during the month of 


cent 


volume 
25 per 
and engineering cont: 
awarded in April was reported as com 
pared with April of last vear—the 
April °42 $498 742. 000 
Although the April figure 

under the March figure, this drop 
signify a trend. 
undoubtedly due to the fact that during 
that 
ment of 

Slight lull 
made for 


of building 


dollar 


total for being 


was 1S per! 
cent 


does not This drop is 


month there was a drastic curtail! 


civilian construction. and a 


because plans were being 


large war construction proj 


ects to be started 


Nol Slade i eeene CoO icts i! 
creased 54 pr nr sider il Duliding 
contract Increased cth p Cel ind 
public works and utilities contracts in 
( i ec aa }) Cel The id (i ee the 
residentia Classification L140 394 
’Y i] 1) s7] ? ’ ‘4 nf } 
L<l mis ‘ W ¢ tiiled i i s jé i} Liil 
build Lim at i ) j iy? i ( of qy? 
S52 24 spend) Th . bys , 1) te ’ 
creased 24 pe if ove the f t fou 
moni ft 14] Wi thy do i volur 
increa (l 4 ye ( 
est lia. Assn. 

Priorities and wate pollution were 
+} ‘ , : , ’ 
tile iWoQO aipjert = j (] i4Ni¢) j 
t he rtl | rid)? Th eat } ) rhe 
Wes Philadelphia Ma Plum be 
Assn. held May &% Pre Feln Vlilligan 
‘ if] }tl ? , A’? ge? ad gogo? ‘ 1+ T} 
embers na ndan ina ther 
members answered the problems 

National director John Lamond also 
spoke on priorities, and “Wat Polu 
tion was the subject of an interesting 


talk by Judge Grover C. Ladner. a mem 





The April figures brought the contract er of the Pennsylvania State Assn. on 
total for the first four months of this Wate ind Fore Judge Ladner'’s sub 
vear up to $1,859,944,000, compared with lect Was most timely in view of the 
$1.462,156,.000 in the first four months Cu I { rro 3y {) PT rele } is 
of 1941—or an increase of 27 per cent wate nD 
Key Wholesalers 
a a - | \' 

New EKkeneland State ; 

Middle Atlantic State ‘ 

Kast North Central Sta 

Kast South - oe rra “sf si 
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Viountain States ‘ 

Pacifie State i. 4 

[” s Total 








Shipments of Plumbing and Heating Equipment 
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Manufacturers & Wholesalers 








Refrig. and A. C. 


More than 1,000 members of the air 
conditioning and refrigeration indus- 
met at the Stevens Hotel in Chi- 


May 10 to 13 to discuss the vari- 


CAaLzrdgO, 


ous priorities problems affecting the 


industry and to listen to several mem- 


bers of the industry connected with the 
WPB. 

At the joint session on May 12, Harry 
S. Williams, chief, Air 
ditioning and Commercial Refrigeration 
Branch of WPB. 


sranch 


assistant (‘on- 


discussed the functions 


of the “Fair and equitable 


distribution of materials available’ was 


the aim of the Branch, it was pointed 
Mr. Williams 
of the various sections of the 


“The Refrigeration Wholesaler’s Func- 


out. explained the duties 


tranch. 


tion in the War Effort,” was the title 
of a paper prepared and read by Alex 
H. Hoicombe, Jr., Victor Sales & Sup- 


Philadelphia. Mr. Holcombe 


gave concrete examples of service dur- 


ply Co., 


ing emergencies which proved the 


America’s distribution system. 


value oft 
“The ingenuity used to build your busi- 


ness must keep that business operat 
ing.” he said 
Henry A. Dinegar, Division of Civilian 


Supplies, WPB, spoke briefly on the use 


conditioning and commercial re 
the civilian 


Is Requiring of the 


of air 
frigeration § in economy. 
“What This War 
Refrigeration Industry,” was the 
address by A 


Alco Valve Co., St. 


Or an 


president of 


Jobbers Credit Assn. 


On the evening of May 12, the east 
hallroom of the Hotel Commodore, New 


i 


filled with plumbing 


supply dealers and jobbers 


York City. was 


and heating 


title 
B. Schellenberg, 


Louis. 


called together by the Jobbers Credit 
Association for a discussion on recent 


government rules and regulations. The 
principal speaker was W. Walter Tim- 
Plumbing & Heating 
repre- 


and 


chief of the 
WPB: 


various 


mis, 
Branch, speakers 
WPB 


wholesalers. 


other 
sented divisions of 


OPA of interest to 


Copper & Brass 


Coe, vice president, Chase 
was elected 


tobert L. 
grass & Copper Co., Inc., 
president of the Copper & Brass Re- 
Association at its 22nd annual 
meeting May 22 at the Hotel Biltmore, 
New York. He succeeds John A. Coe, 
president, American Brass Co., who was 


search 


named a vice president of the associa- 
tion. 

Also elected vice presidents were 
Wylie Brown, president, Phelps Dodge 


Copper Products Corp.; R. E. Day, presi- 
sridgeport Prass Co.; C. L. Smith, 
treasurer, National Copper & Smelting 
Co., and William M. Goss, vice president, 
Scovill Manufacturing Co. 

(. Donald Dallas, president, 


dent, 


Revere 


Brass, Inc., was named 
treasurer; T. EF. Veltfort, manager, and 


B. Caddle, secretary. 


Copper and 


sertram 


Fuel Oil Problems 


Over 300 members of the fuel oil 
industry in the New York area 
Pennsylvania Hotel, New 
May 4 to discuss the 
facing the The 


presi- 


heating 
met at the 
York City on 
problems industry. 


speakers included CC. E. Lewis, 


dent, Oil Burner Institute and general 
sales manager, Delco Appliance Div. 
General Motors, Inec.: R. A. Richardson, 


representative, Oil Burner In- 
Committee: W. H. 


special 


dustry Emergency 


Photographs. below, taken at the recent All-Industry Meeting and Conference Clinic of 
the Air Conditioning and Refrigeration Industry, held at the Stevens Hotel in Chicago. 
Left to right: Harry S. Williams. 
eration Section, WPB; Henry 

Holeomb, Jr.. Victor Sales & Supply Co.. 


Asst. Chief. Air Conditioning and Commercial Refrig- 
\. Dinegar. Division of Civilian Supplies. WPB; Alex H. 


Philadelphia 





Coast Oil 
general 
Home 


Atlantic 
and 
and 


sutler, chairman, 
Associations Conference 

Coastal Oil Co. 

This meeting was sponsored 
New York Oil Heating Asso- 
ciation, Inc. 

A similar meeting under the auspices 
Manchester Petroleum Council 
held on May 5 at the Manchester 
Country Club, Manchester, N. H. The 
principal speaker was R. G. Whipple of 
Harvey-Whipple, Inc., former president 
Institute. 


manager, 
Fuel Co. 
by the 


of the 


Was 


of Oi] Burner 


New Gorman Bldg. 


A new site for its rapidly expanding 
wholesale business was recently pur- 
chased by Gorman Company, plumbing 
and heating suppliers of Jacksonville, 
Fla. The building was purchased and 
renovated and was opened for business 
on April 1 of this year. The establish- 
is centrally located and has rail- 
the rear of the 


ment 
road facilities in 
building. 

nH. HH. president 
Thompson, secretary, have 
ciated with the plumbing and heating 
throughout their entire busi- 
soth were formerly asso- 
Horne-Wilson, Ine. and 


LL. E. 


asso- 


and 
been 


Gorman, 


business 
ness careers. 
ciated with 
Hajoca Corp. 


ACRMA Offficers 


Charles E. Wilson, vice president of 
Pump and Machinery 
president of 


the Worthington 


Corporation, was elected 
the Air Conditioning and Refrigerating 
Inc., at its an- 


Waldortf- 


Machinery Association, 


nual meeting held at the 
Astoria, New York City, on May &. 
Other officers are J. P. Rainbault of 


Company, first 
Aubrey of the 


the General Electric 
president; W. H. 
Incorporated, 


vice 
Frick Company, 
vice president; and P. A. McKittrick of 
the Parks-Cramer Company, treasurer. 


second 


S. FE. Lauer, president of the York 
Ice Machinery Corporation, was elected 
to the chairmanship of the ACRMA 


hoard of directors. In addition to the 


officers. the members of the hoard are: 


P. Y. Danley (Westinghouse Electric 
and Manufacturing Company); F. T 
Goes (The Vilter Manufacturing Com 
pany): G. A. Heuser (Henry Vogt Ma 
chine Company); SF Kk. Knighton 


Murphy 
Russell 


(Servel Incorporated); KE. T. 


(Carrier Corporation): D. W. 
(Airtemp 
H. R 
Company): 
Package Manufacturing 

William B. Henderson 


executive 


Division, Chrysler Corpora 


Sewell (B. F 
G. E. Wallis (The Creamery 


(‘fompany) 


tion): Sturtevant 


continues as 


president of the asso- 


\ if - 


eiation 
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Woah Knowing Atbout 


ew outlets today because of gov- 


e on too many © 
serve those already 


ments and our first obligation is to 
£ our ability. In making your plan 


u will inquire about the Mansfield Line -- 
liberal selling aids, and profit possibilities. 
he Mississipp! River, we'll be glad to have you write 
d full details, or ask your jobber s salesman. 
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We are not able to tak 


ernment require 
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‘ts extensive 


lf you 
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advertising program, 
are located east of t 


us for our latest catalog an 
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News of Contractors ... 





Calif. Annual 


Keyed up to war-time tempo and as- 
sembling as the industry’s first “Victory 
the State Mas- 
Association met at the 


Sacramento for its 


Convention,” California 
ter Plumbers 
Hote! 

fist annual convention, May 15 and 16. 


As a result of cutting the meeting from 


Senator in 


the customary three days to two, the 
ultimate in program streamlining was 
achieved: this was reflected in the at- 


tendance figure of 550. 


Louis C. Breer of Los Angeles will 
head the organization during the com- 
ing year. Daniel Hayes of San Fran- 


cisco was chosen vice president, while 


Owen H. Miller of Stockton succeeds 
himself as secretary-treasurer. The new 
executive board member is Wm. T. 
Reetz of Santa Ana; the other two are 


Fred D. Reed of Los Angeles and A. O. 
Reed of San Next 
vention held in Los Angeles. 

Highlighting the 
address of William C.*Macdonald, prin- 


year’s con- 


Diego. 
will be 


convention was the 


cipal industrial specialist of the Hous- 
ing Priorities Branch of the WPB, who 
flew from Washington to address the 


masters. 
Director L. J. 


California 


National Kruse of Oak- 


land complimented the association on 
the large attendance despite heavy 
schedules at home. He felt that cas- 


will 
branch of 


the business 


than in 


ualties in plumbing 


be fewe! other 


the 


any 


construction industry. 


Texas Annual 
Master plumbers of Texas have a tre. 
task 


mendous ahead of them to main 


tain sanitation in mushroom defense 
cities of the state, V. M. Ehlers of the 
bureau of sanitary engineering at Aus 


Belew: (,roup 


photograph of the delegates to the convention of the 


told the 
Ciation at the annual convention April 13. 


tin, members of state asso- 
Speaking at the afternoon session at 
the Hotel, Mr. Ehlers 


some of these 


tice said con- 


ditions in cities were 
critical and the cold, which had retarded 
culture of 
had 
epidemics. 

Dr. George W. 


was 


germs in polluted streams, 


been the only safeguard against 
health of- 
unable to come to Houston 
the convention. Dr. 
Elliott, dean of the Texas 
College, speaking in his stead, 
the the health de- 
proposes to play in 


Cox, state 
ficer, 
to speak before 
vrederick C., 
Dental 
outlined 


part State 


partment civilian 
acetense. 

man, P. G. Callahan, was 
the 


nominating committee. 


A Houston 


nominated for presidency by the 


Ala. Meeting 


Members of the Alabama Associa- 
tion of Master Plumbers & Heating 
Dealers are in dead earnest about the 
job of winning the war as shown by 
their actions at the sixtieth annual 
convention in sirmingham on May 
18-19. They resolved as follows: 1 
To sell all their scrap and “slap the 
Japs.” 2—Use the proceeds of the 


scrap sales to buy war bonds. 3—Set 


up a payroll deduction plan so em- 


ployees may devote 10 per cent of 


their wages to the purchase of war 
bonds, 4—Install no new equipment 
where a repair will do, this for the 


duration of the war. 


Guy Acton of Birmingham was re- 
elected president, he having filled out 
the unexpired term of the late C. Les- 


ter Ray of Dothan. G. Harris Stephens, 


Dothan, was named vice-president and 


Master 


Plumbers 


J. H. 
re-elected. 


Hamill, perennial 
The 
and 
next 


treasurer, Was 
will appoint 
Officers will 


president 
a secretary the new 


choose the meeting place. 


Conn. 52nd Annual 


Recognition of the part the 
plumber must play in the war program 


master 


featured the fifty-second annual con- 
vention of the Master Plumbers Asso- 
ciation of Connecticut, Inec., held May 


13 in Middletown, Conn. Retiring Pres. 
Stephen Miller pointed out that “What 
is being done by way of curtailing the 
metals for ordinary civilian 
luxury is not only imperative, but may 
be the difference life and 
death. This war we fight is tough stuff.” 

National Director H. L. Rose, Cam- 
represented President 
Cronin and the national 
and talked about the various 
of the NAMP. Mr. Rose appealed to 
everyone present to make the trip to 
the national convention in Richmond, 

New officers elected for 1942 are as 
follows: president, Christian Braun, 
Waterbury; first vice president, James 
Taylor; president, P. M 
Kelly; secretary, Wm. 
rity: Philip J. Brown, 
financial secretary, John M. Forger. 


use of 


between 


bridge, Mass., 
association 


activities 


second vice 


recording Gal 


treasurer, and 


N. J. Officers 


Milton M. 
Orange, 


West 
the 
New Jersey State Association of Master! 
succeeding Wil 
tobert B 
re-elected secre- 


Werner 


2Zobertshaw of 


was elected president of 

vesterday, 
Kelly of 
Audubon 


Piumbers 


liam J. Camden. 


Moir of was 


tary and George H. was re 


treastrer 


named 


and Heating Dealers. Ine. of Florida 
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.. LVERY Spine FACILITY 


SPANG Pipe long ago went to war in turbine rooms, hydraulic systems, 
conduit raceways and hundreds of other piping applications in ships, tanks, 
and mechanized equipment, the giant new factories that produce them and 
in the houses of the war workers. ‘ We know you prefer its use in this way. 
‘ At the command of those who fight for our freedom we willingly place 
every Spang facility. 


Sold by 


SPANG CHALFANT, INC. 
GENERAL OFFICES: GRANT BUILDING, PITTSBURGH, PA 
Sales Offices: BOSTON - NEW YORK - PHILADELPHIA - PITTSBURGH - ATLANTA - CHICAGE 
TULSA - HOUSTON - DENVER - SAN FRANCISCO . LOS ANGELE 


SPANG SEAMLESS PIPE - SPANG CW PIPE - SPANG WELDED PIPE - CENTRAL RIGID STEEL CONDUIT 


SY 

















IN THE SERVICE 


from Coast to Coast : 





The 4942 DOMESTIC ENGINEERING 
CATALOG DIRECTORY (the 20th Annual Edition) 
is now serving thousands of Buyers and Specifiers from 
coast to coast by keeping before them, under one 
cover, individual catalog information of 323 Manu- 
facturers of heating, plumbing, piping and air condi- 
tioning products. 

These thousands of Users have found the service 
and utility of the 1942 DOMESTIC ENGINEERING 
CATALOG DIRECTORY to be far more profitable 
to the Industry than had fully been anticipated. This 
is largely due to the important part DOMESTIC 
ENGINEERING CATALOG DIRECTORY is doing in 
placing product information of its 323 Advertisers 
directly into the hands of Government Buyers and 
Specifiers—the Key Men who buy and specify on 
Top-Priority Ratings for all Defense and War Activities 
in Naval Yards . . . Munitions Plants .. . Air Fields 
. . . Cantonments ... Coast Guard... etc. 

With these facts in mind, it is easy to visualize just 
how DOMESTIC ENGINEERING CATALOG DIREC- 
TORY is greatly assisting Government Buyers and 
Specifiers in learning sources of supply, many of 
which are entirely new to them... and, at the same 
time, helping Manufacturers in our Industry to secure 
Priority Orders where delivery is essential to the 


W ar-effort. 


who have added new 


Manufacturers rs." or “who have 


improved existing products, will have the opportunity 
of cataloging these in the 1942 Mid-Year SUPPLE- 
MENT which will be distributed to the same timely 
audience of Government Buyers and Specifiers now 
using the large annual 1942 Edition. These manufac- 
turers are invited to inquire for complete details. 





Buyers and Specifiers “?° "¥2."°! 


yet 

their copy of the 1942 DOMESTIC ENGINEERING 
Th ] 947 DOMESTIC ENGINEERING CATALOG CATALOG DIRECTORY, are requested to place their 
c DIRECTORY is completely equipped to order immediately. The price is $7.50 C. O. D.... 

ffer buyi d ifying information on the following products: or $7.00 cash-with-order. 
ai eral ela ata P The 1942 DOMESTIC ENGINEERING CATALOG 
DIRECTORY will be advertised throughout the entire 
© Plumbing © Stokers © Retrigorating year. However, the unprecedented demand will un- 
© Heating @ Oil Burners henna doubtedly consume all available copies rather early in 
© Water Systems ® Air Conditioning © Compressors the year. After the 1942 edition is exhausted, it will 
© Plumbers’ Specials D beentittel | Cane, Sree be necessary to book all orders in advance for the 

®@ Heating Specialties eee tat @ Accessories 1943 edition. 


DOMESTIC ENGINEERING COMPANY 


Catalog Directory Dept. 
1900 Prairie Ave. e e e Chicago, Ill. 














Florida Convention 


The Twenty-first Annual Convention 
of the Florida State Association of Mas- 
ter Plumbers and Heating Dealers, Inc.; 
the Eighteenth Annual Convention of 
the Women’s Auxiliary, Florida Division, 
Association of Master Plumbers and the 
Florida Society of Plumbing Inspectors 
met concurrently in Miami May 10, 11 
and 12. 

Because of the numerous problems af- 
fecting the industry in Florida, speeches 
were redueed to a minimum and atten- 
tion was given more to round-table dis- 
cussions and local personalities on the 
program. 

H. L. Schaller, chief plumbing inspec- 
tor of Miami and national president of 
the American Society of Sanitary En- 
gineering, presided at the Sunday ses- 
sion and addressed the combined 
ventions on Monday. 

Henry Griggs, of Bradenton, was 
elected president; Ralph McGuire, of 
Miami, vice president; Wm. Dunstan 
was reelected treasurer for his fourth 
consecutive term, and Chester Arm- 
strong of Bradenton was appointed state 
secretary. 


con- 


Ky. Convention 

Hard hit by war-time building re- 
strictions, Kentucky’s master plumbers 
were urged by Alfred Barr, sanitary 
manufacturing company representative, 
to take advantage of their.position in 
a defense area. Speaking before the 
Kentucky State Association of Master 
Plumbers’ convention at the Brown Ho.- 
tel, May 18, Mr. Barr said: 

“We can obtain priorities for home 
remodeling or defense building where 
it is intended for war workers. It is 
up to us to see that our communities 
do not suffer through a lack of proper 
sanitary facilities. 


New officers of Alabama Association of Master Plumbers & Heating Dealers. 
Left to right: 


convention in Birmingham on May 18-19. 





Photographs taken at the convention of the California State Master Plumbers Assn. show, 
left to right: Wm. C. Macdonald, Housing Priorities Branch, WPB, a featured speaker; 


second picture, front row, Daniel Hayes, San Francisco, vice president; L. ©. 


Breer, 


Los Angeles, president; Owen H, Miller, Stockton, secretary-treasurer; back row, Fred D. 


Reed, Los Angeles and A. O. Reed, San 


Walter Melching, Newport, was 
elected president of the association, 
succeeding Frank Koenig. Other offi- 
cers named were vice-president, John 


M. Wilburs, and secretary-treasurer, O 
H. Mitzlaaf. 
acting secretary due to the 
Mr. Mitzlaaf. 


Albert Berger was named 
iliness of 


N. Y. Convention 

On April 28 and 29 the New York 
Association of Master Plumbers 
Chief feature of the 
convention was the keynote speech by 
Walter Timmis, Chief of the Plumbing 
and Heating Branch, WPB. 

In his speech Mr. Timmis 
that the government had 
for copper 


State 


met in Syracuse. 


explained 
urgent ust 
products now 


and brass 


residing on dealer-contractor shelv: 
He emphasized that 


be collected by the government shortly 


such items would 


utilized in instrument 
duction. Only 
sential for governmental 


war pro- 


and 
items deemed non-es- 
useage would 


be allowed to remain in place during 


the duration. 


elected at 
Birmingham, 


J. H. Hamill, 


treasurer; Guy Acton, Birmingham, president, and G. H. Stephens, Dothan, vice-president 





Diego, directors: 
president; Wm. T. Reetz, Santa 


Harvey H. 


Ana. director 


Holland, past 


Allan 
Howard Coon of 


Westphal of Bulfalo 


‘. 
SVracuseé 


replaced 
is president. 
hecame 


Buf 


Percy Watson of Schenectady 


4,” ‘ 


vice president, Gordon Webster of 


falo became state association secretary 
and Charles Mentzinger began another 
term as treasurer. 
N. C. Yearly Mee 

C U Davis Of Wilmington Wa 
elected president of the North Carolina 


Heating 
32nd 


Asheville, N. C 


Association of Plumbing and 


(‘contractors at the organization's 
annual conv 


May 14 to 16 
Mr. Davis, who served as 


swmtie , ‘ 
enecion at 


first vice 


president of organization during 
> | 
thi<« pa é ed Jac kK Hf Rogers 
4 
OL AS . t 
' ’ 

() [ — 67) ¢*{ et) rTrM<é 1 4 ; 
tion R. A. Bashford Raleigh 
n t vik pre dent ~N KE Brewe of 
Wil on-Saiem re-@le ré } corr a7 


and treasurer: and R. M. Kermon of 


Fe lew i . . . , ti \7 % ‘ 

Wilmington and Mrs ia vidé raAVeS 
of Wilmington, re-elected executive 
secretary and office secretary, respe 


tively. 


The theme of the North €C 


sociation’s convention this vea Was 
“Availability of Mater 

for the Proper Protection of the Pu 
lic Health in War Time ind = the 
group heard J (;oode Branc! of W 
ington. ID. €.. of the p 

of the Noland Company, speaking 
“Governmental Orde : TT! ‘ 
the Contractors,” decla 

ing and heating act 

fense area mus t 

to maintenance and re W 
Production Board curt ment iving 


been decreed in tl! 


war prioritie: 


@ Due to the large volume of war and 
priority material appearing in this issue 





it has been necessary to shorten the 
news sections. More photos from state 
conventions will appear in the July 


issue.—Ed. 
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Chicago Golf 


The opening tournament of the Chi- 
cago Plumbing Trade’s Golf Association 
was held May 14, at the Rolling Green 
Club, Arlington Heights, IIli- 
and 


Country 


DOMESTIC ENGINEERING 


William P. Arnold 


William P. Arnold, 72, a well known 


plumbing contractor of Chicago. died 
recently in Maywood, Illinois. Mr. 
Arnold had been a member of the 


Plumbing Contractors Assn. of Chicago 


June, 1942 


year’s illness. A native of Philadelphia, 
Mr. Lanning became associated with the 
company in 1903 as secretary to the 
late Theodore Webster. Besides subse- 
quently becoming head of the sales de- 
partment, he also was assistant secre. 


nois. Fifty members guests were tary and a member of the board of 

in attendance and competed for prizes for more than forty years. He is sur- directors of the firm. He is survived 

(Continued on Page 74) vived by one daughter. by his wife, a sister and two grand- 
children. 

Obituaries a ee ention. Dates 
ph te ee George E. Keenen, 56, president of OVUWLIULOSL LALLA 
the George E. Keenen Company, whole- 

June 2-5—SMOKE—Convention of the 


E. S. White 


White, 55, 


sale plumbing supply firm of Bayonne, 
‘ : 6 PP y P oa : Smoke Prevention Society; to be held in 
N. J. died at his home in that city Cleveland, with headquarters at the Ho- 


Elwood Sanger president 
recently. Surviving Mr. Keenen are his tel Statler. 


of the United States Radiator Corp., 
Pacific Steel Boiler Corp., and Taco wife, one son, one daughter, two broth- June 7-9—ASRE—The 29th Spring 
Heaters, Inc., died May 27 in a Wash- €'S and a sister. Meeting of the American Society of Re 


held at 
headquarters at the 


Engineers; to be 
with 


frigerating 
Skytop, Pa., 
Skytop Club. 


ington, D. C., hospital after a fortnight’s 


illness during which he underwent an 


Peter King 


operation. <A _ resident of Old Green- - ' —_ : , 
, ’ ne Peter King, 74, Chicago plumbing June 8-11—A.S.M.E.—Semi-Annua! 
wich, Conn., he had been in Washington lied t] i eal oe meeting of the American Society of 
, ie aii contractor died recently. e hac S natal 
on business. Surviving Mr. White are oe ol ; Mechanical Engineers; to be held in 
' - completed his fiftieth year in the plumb- Cleveland. 
his wife, a daughter and a son. : 
ing business and had been associated June 9— WARM AIR — Semi - annua! 
with the Chicago association for more convention and conference of the Na- 
Charles F. Arrott than 40 years. He is survived by his “0"@! Warm Air Heating and Air Condi- 
' ; ; - : io ‘es tioning Assn.; to be held in Chicago. 
Charies F. Arrott, 74, president of the wife and two sons. With headquarters at the Stevens Hotel. 


United States Manufacturing 
Company, died recently at his home in 
Mr. Arrott, from 1886 until 

was an official of the Standard 
Sanitary Manufacturing Company. He 
is survived by two sons, two daughters, 


Sanitary 

initary June 15-17 — ASHVE — Semi-Annual! 
meeting of the American 
Heating and Ventilating Engineers: to 
be held in St. Paul, Minnesota, with head- 
quarters at the Hotel St. Paul. 


October 12-14—A.S.M.E.—Fall meeting 
of the American Society of Mechanica! 
Engineers: to be held in Rochester. N. Y. 


for WAR PROJECTS. .. 
for REPAIR JOBS 


™~ Specify CADWELL! 


important installations you can 
be sure of complete dependability when 
you specify CADWELL products. Time- 
tested, job-proved in thousands of instal- 
lations .. . the CADWELL line is giving 
top-flight performance in industry and in 
the home ... a record worth considering 


Society of 


E. K. Lanning 

Emmanuel K. Lanning, 59, for many 
years sales manager of Warren Webster 
& Co., Camden, N. J., died May 26 at 
home in Clayton, N. J., after a 


Pittsburgh. 


1901. 





sister. his 


a brother and a 
















On these 






“Jumbo-25" 








Shallow Well Sys- when you specify for today’s war-time 
tem, 250.G.P.H. needs, Master Plumbers with proper pri- 
Pump with'30 Gal. ority rated jobs can order CADWELL 
Galy. Tank. products from wholesalers. 
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News of Women ..... 





Fla. Women Meet 


Meeting in connection with the 
master plumbers, the Florida State 
Auxiliary held its annual convention 


May 11 to 13 with headquarters at the 
Robert Clay Hotel, Miami. The first 
session on May 11 was a joint session 
at which Mrs. J. J. Corcoran, national 
president spoke. Mrs. William Dun- 
ston, Florida state president, intro- 
duced the state auxiliary officers, Mrs. 
Foster Fanning, national vice 
dent, and Mrs. Mabel McAndrew, 
national president. 

The afternoon session on May 11 fea- 
tured a talk by Mrs. Corcoran and re- 


presl- 
past 


ports from the local auxiliaries of 
Tampa, St. Petersburg, Orlando and 
Miami. It was brought out in these re- 


ports that all members have contributed 
to the Founders’ Fund which provides 
relief for needy people throughout the 
year. The essay contest, sponsored by 
the auxiliary throughout the schools of 
Florida, was won this year by William 
F. Reehl, Orlando. Helen Gaisser, St. 
Petersburg was second 
Cooper, Winter Garden, 
third prize. 

The main attraction on the evening of 
the 11th was the dinner, attended by 
180 members and guests, at which the 
past presidents were presented with 
scrolls and pins attesting to their faith- 
ful work. President Mears presented 
the men with their scrolls Mrs. 
Mabel McAndrew gave the women their 
A floor show followed the din- 


Juanita 
awarded 


and 
was 


and 


awards. 
ner and presentation. 


N. J. Women 


A State Board meeting of 
iliary of the N. J. Master 
Association was held April 22 at Keen's 
Restaurant, Union City, with the North 


the Aux- 


Plumbers 


Hudson Auxiliary as hostess in honor 
of its nineteenth birthday anniversary, 
which was recently celebrated 

The 
tending 


hundred and ten persons at- 


included the members, accom- 
by their husbands. A 
Mrs. Nicholas Triani, state 


presided. 


panied 
Was served. 
president, 
Plans were completed for the annual 
held May 15 and 16 
at the Hotel Chelsea in Atlantic City. 


convention to he 


Among the honored guests attending 
Mrs. John J. Corcoran, of Jersey 
City, president, national auxiliary; Mrs. 
Clyde Weehawken, 
secretary, Mrs 


were 
Cole, of national 


and Charles Zimmer- 


63 


dinner 


man, of Union City, organizer of the 
local and state auxiliary. 

In charge of the evening’s affair were 
Mrs. Fred Baker, chairman; Mrs. An 
thony Orecchio, Mrs. Chris Werner and 
Mrs. Charles Werner. 


Camden Assn. 

The 
iliary put on a highly successful sauer- 
kraut the regular meeting of 
the Camden Plumbers, 
May 9. Following the dinner, separate 


members of the Women’s Aux- 
dinner at 


Assn. of Master 


meetings of the master plumbers and 
the auxiliary were held. 
Priorities and the coming state con- 


vention shared the place of interest on 
State 


state 


the men’s program. president, 
Wm. J. Kelley and 
Robert Moir both spoke on these sub 
jects. Paul Eichfeld 
chairman of the picnic committee and 
it was announced that 
would be June 27, the place: 
at Clementon. 


secretary 


was again named 
the picnic date 
Pine Lake 


Brookman Appointed 


Wm. R. Brookman, secretary of the 


Illinois Master Plumbers Assn., has 
been appointed a member of the five- 
man Public Health Committee, by Gov- 
ernor Dwight L. Green, it was an- 
nounced recently. As Mr. Brookman 
points out, this is recognition of our 


Photograph of women attending 53rd annual convention of HPAC in 
Ben Wenninger. Mrs«. George J 
Mueller. Ni i-- He lé r} “ties. 


to right: Mrs. Edward Knab. Mrs. 
Merganthaler, Mrs. Herbert Marien, Mrs. 


Frank A. 


industry's vital role in 
program, from construction of 


the whole 
military 


war 


sites to the protection and preservation 


of public health. 
Othe 
H. kK. Babbitt, 


Rineering, 


members Ol the 


University of 


Gerstein, engineer m charge 


purification division, city of 
(. M. Roos, East St Louis: 
Wisely, enginee! Manage! Ol 


paign-Urbana 


N. H. Meeting 


Priorities and othe 


tions affecting plumbing 


and plumbing supply wholesa 
discussed by 


War Production 
the New 


0 ind 
Hampshire \ 


Master Plumbers in the Eaglk 
Concord, May 6. Maste) 
all sections of the 
wholesalers’ rep 
the session 

Mr. fjowler’s talk followed 
business session and the 


question period 


Among othe ake a2 af if 
were George E. Rolfe of Cone 
presidents Joseph LL. G 
Bristol, Manley Morgan of Com 


Benjamin Orr of Con 
Vincent Moran of Mat 


’ ; : . 
() I\é WOT] IT 


“toehr 


Harry Grosjean, Mrs. 8S. W. Riegle. 
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board are: 


Illinois: 


and 


sanitary District 
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Wartlitie 


Cont 


Arthu: (; Bow ‘ 


Milw jukee, 
Mr. 


Prof. 


professor of sanitary en- 


H. Hi. 
water 
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resins 
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LET DAMPER 


(Listed under re- 
examination service 
Underwriters’ Labor- 
atories Incorporated) 


HAYS 


FURNACE DRAFT CONTROLLER 


An ingenious and practical device for automatically 
controlling combustion in “on” and “off type of 
installation—burning either oil or coal. In wide use 
in apartment industrials, commercial 
installations, green houses, With this controller 
the firing equipment cannot start until the stack 
damper is wide open. _— rare for internal ex- 


the 


’ 
" . Ts . . } 
house: ; small 


etc. 


pansion without starting puff when fire lights. In 
operation, the combustion chamber draft is regulated 
to a low and efficient value during the ‘off’ period 


ical value during the 
and influence sales 
a detinite econ 


and at an efficient and econom 

on” period. You'l l] n friends 
with the Hays Sequence Cont 
and safety factor. 
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| FREE BOOK 
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Publication 41-489 tells all 
about it—clip the bottom of 
this ad and mail today to 


907 Eighth Ave. 


VAYS CORPORATION 
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‘‘Victory Line’”’ Manufacturer: C. A. Dunham 
A line of vapor and vacuum ©®°., 450 East Ohio St., Chi- 
heating specialties, in which ©#59- 


cast iron bodies replace brass 


Wash Tank 


has been announced as the _ ,, , 
aaa vaniaaiee For manufacturing processes 
‘Victory Line. i atineeeie meee ‘esti asin 
sient tens Desens where washing of products is 
i e res: ustrate 

ae a “ens necessary, a new wash tank, 
here are two ems of this py int to meet exactly every 
line ...a thermostatic radia- specialized requirement, has 
tor trap and a packless radia- peep developed. The illustra- 
tor valve both of which tion shows a_ three-compart- 
are said to meet Government ment tank, specially designed 
war-time specifications. Other for washing castings. 
specialties in this line are Listed Features: It is stated 
float and thermostatic traps, that the castings are succes- 
closed float traps, return sively passed through cold 
traps, strainers, unit heaters kerosene, hot Oakite and. 
and pumps. finally, hot water. The two 





Now! ... more than ever 
before, Your Customers 


need this FUEL OIL 
WATCH 




















regulations which now 
Oil Users has created 
an even greater demand for Rochester 
Oil Burner Tank Gauges. These Gauges 
because of their large. legible ‘‘Double- 
Dials” (an exclusive Rochester feature) 
permit quick, accurate, easy reading from 
outside or in the cellar . . . dependable 
“Watch Dogs” which tell you when and 
how much oil to deliver! Available for 
immediate delivery from your Rochester 
Jobbers Stock! 


ROCHESTER MFG. CO., Inc. 


19 Rockwood St. Rochester, N. Y. 


OIL BURNER 


Strict Government 
apply to all Fuel 


") TaNK GAUGES 
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the proper temperature by military establishments. Re- | 
water heated in a steam con- ceptors are of vibrated con- | 
verter and mechanically cir- crete, steam cured. Walls 
culated through coils in the are of a hard pressed fibre 
board; and stiles and corner | 
members, top and base 
frames are of steel. The fin- | 
ish, inside and out, is high 
temperature baked enamel. 
Altogether—it is claimed— 
these “Victory Model” cabi- 


hot baths are maintained at fense housing as well as for { ej ails EF semen 
| 





RANI/N a’ AVN) VS Sie 


[sz2e° 
’ a 


NS MANY UV > 








tanks. Operation and control 
of temperature are said to be 
entirely automatic. 
Manufacturer: Bell & Gos- 
sett Company, Morton Grove, 
Ill. 





* *« * |OUR BANNER’S 
IN THE BATTLE LINE 


Showers 

To meet the need for in- 
creased bathing facilities in 
military and civilian defense 
housing—at a time when it is 
all-important to conserve crit- 
ical materials — a cabinet 
shower has been developed 
that is said to contain even net showers provide a thor- 
less metal than is allowed oughly satisfactory alternate 
under today’s limitations. to meet the present emer- 
Listed Features: According gency. 

to the manufacturer this new Manufacturer: Henry Weis 
product meets Government Manufacturing Co., Inc., Elk- 
specifications for civilian de- hart, Ind. 





Our men are in the war, an 





army in overalls, doing their 
part to back up our armed 
forces with the mighty 
strength of American pro- 


ductive capacity ... In the 


EXPERIENCE w\ meantime we are doing our 


The long experience of the Quiet May 


organization, its engineers and produc- ; 5 e st to serve our r eg u la r 


tion experts, insures the sustained super- 
iority of Quiet May oil heating equipment. 
Quiet May ownership is 


on experience in ; customers * 28 8 If the service 
satisfaction |! 4 
isn t up to peacetime stand- 
ards, we know you Il pardon 


us. There's a job to do, a 





May Oil "Suppliers big job —and we are helping 


Burner : to 


Corp. Uncle F 
Sam" to do it. 


Baltimore, Md. 


Quieéi “ JARECKI 


Sina EAT! Mice HEMNEIE MANUFACTURING __ Erie, Pa. COMPANY 
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sen see eran semenasneesimeseSeeaaesaenssteeencnsnns: Grease Traps for cover clamps and pipe 
ed paca es \eaenat . > ti ie ; ; ) 
meet ttt itt eases In keeping with the urgent Connections; and this is but 2 
re need for conserving metal Per cent of the metal ordi- 
4 , arily . : @ Ste 
n : - wherever possible, a grease narily used in these units. 
344- Manufacturer: J. A. Zurn 
+ Manufacturing Co, Erie, 
ae in ak aa 
+r Penna. 
=< 
-= 
- Thermostat 
+ Designated as the 872A11 








Series, a new line voltage, 
two-wire thermostat § incor- 
porating “On” and “Off” 
positions on the calibrated 
dial has recently been placed 
on the market. 

Listed Features: In addition 
to performing the regular 
automatic functions of the 





trap of ceramic constructicn 
which eliminates 98 per cent 
of critical material formerly 
used, has been developed. 


Conversion Equipment Listed Features: The inter: 























ceptor pictured here .. . to 
° be known as the V. G. E. 

for Oil to Coal (Vitreous Glazed FEarthen- 

" | ware) Greaseptor .. . utilizes 

Can Now Be F'urnished the same basic “floatation” 


principle of grease intercep- 
HEER up you who were in the dumps. In tion that distinguishes other 
them because you couldn't figure out why grease traps by the same 
; manufacturer; and, when 
handled with reasonable care, 
is said to be as durable as 
boiler makers they couldn't sell the needed cast iron. The only metal 


your Uncle Sam asked us all to change from oil 


TO coal, and then in the next breath, told the 


material. used on this interceptor is 





Now honest, you didn’t really think your Uncle 
Samuel would leave us all out on a limb like that. 
Well, if we are rightly intormed, he is going to 
try to see to it that the boiler folks get the iron 


sO vou ll (ret the erates, 


It will be a mighty smart thing for you to get 
your orders in soon as possible. Under the cir- 
cumstances it will have to be first come, first 


served, | , 


See to it your customers don't dilly dally around, 


making a decision to chanve over to coal. When You Buy a Draft Adiuster 
BE SURE IT IS A 


DRAFT-A-JUSTOR 


The Preferred Draft-A-Justor is the original.and 
still the best automatic draft control. 


Be sure the automatic draft control you buy 
is the original Preferred Draft-A-Justor! ~— 


Order Preferred Draft-A-Justors by name and 
accept no substitutes! 


it pays to buy the best — the only Preferred 
Oraft-A-Justor. 


Over a million in use—a size for any job. 


Stove. Domestic and Commercial sizes. from 
4" to 24” in diameter. 


{industrial sizes. from 24’ x 24’ to 5’ x 12’. 
WRITE FOR LITERATURE AND PRICES 


| PREFERRED UTILITIES MFG. CORP. 
33 West 60th Si.. New York. N.Y. Boston Office: 839 Beacon St 


If we see the picture straight, it ain't a thing they 


can do any foolin’ around about. So get ‘em all 


het up about it now, so they ll have heat to be 


het with next Winter. 






HANK 
BURNHAM BOILER CORPORATION 


Distributed Through Wholesalers 
Irvington, N. Y., Dept. U. Zanesville, Ohio, Dept. U 


je j ? f f 
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Export Dept.: 50 Church St., New York City 
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average thermostat, the unit in one standard size of hard- 
pictured here permits manual pressed fibre board with a 
control of the unit heater galvanized steel frame and 
motor. This, the manufac- enameled finish, this cabinet 
turer states, has many advan- is said to be attractive, sturdy 
tages. For example, if unit and easy to install. Optional 
heater is located near load- 
ing doors in a manufacturing 
plant, the thermostat dial 
can be moved manually to 
the “Off” position to prevent 
unit heater operation while 
doors are open; or it may be 
used as a service switch to 
shut down the heater during 
idle periods or at night. For 
summer -fan operation. the 
dial can be moved to “On” 
position, thus causing motor 
to run continuously for ven- 
tilating purposes. 
Manufacturer: Penn Elec- 


ae 
CONTAINED 
Ue 





tric Switch Co.. Goshen. Ind. equipment shower h Co’ a d, fe ig: i ims COMPLETE IN ONE 
i | r PACKAGE 


valves, curtain rod, curtain 


Shower Cabinet can be furnished as required 
Use of non-critical materials PY S8Pecifications. 

and conformance with Gov- Manufacturer: Milwaukee 
ernment specifications and Stamping Co. South 72nd 
WPB restrictions make this >'@et; Milwaukee, Wis. 

new shower cabinet .. . de- 

veloped by the manufacturers Valve Seat Assembly 

of Bathe-Rite shower cabinets Illustrated here is a glass | 


ty Be oy ae ote: 


. an important contribution valve seat and rubber faced 
to wartime building. poppet assembly which the § | 
Listed Features: Constructed manufacturer announces will 













in over-139 Army and 
Navy establishments 
and in plants of count- 





Ce A 
| ie, i” 
= less war contractors 


la 
a a ra 


From a suspended position, Reznor unit heaters distrib- 

















METALLIC 
BELLO UIS 


We manufacture bellows and bellows 
assemblies ready for installation in 
steam traps, relief valves, temperature 
regulators, pressure regulators, air valves, 
and other automatic temperature and 
a tg ee RIALS than any other type of system. Write today for 


Produced Hydraulically by—, data on a complete range of sizes 


CLIFFORD MANUFACTURING CO. REZNOR MFG. CO. 


, 300 James St., Mercer, Penna. 
BOSTON CHICAGO DETROIT LOS ANGELES 


PRODUCERS OF BELLOWS EXCLUSIVELY 7 
SERVING AUTOMATIC CONTROL MANUFACTURERS “GAS WMEATERS EXCLUSIVELY StIRCE TEESE 





ute clean, uniform, automatic heat over wide areas. 





Installations and deliveries save days and often weeks. 


Reznor gas heating REQUIRES 89% LESS VITAL MATE. 
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make their line of hand (Series 60) line voltage con- 
pumps compare favorably’ trol is required has recently 
with power pumps and water’ been developed. Listed Fea- 
systems now that power line tures: It is stated that this 
extensions have virtually thermostat... designated as 
been halted. Listed Features: TA42...is an electrical ver- 
sion of the horizontal design 
which the same manufacturer 
pioneered in pneumatic con- 
trol. This principle is said to 
afford maximum air circula- 
tion about the element and 
insure against possible harm- 
ful effects of electrical con- 
tact heat. The press release 
lists other standard features 
as: a removable adjustment 
knob which also locks the 
cover and thus prevents un- 
authorized tampering; a 
bakelite base that is both an 


















e COUPLINGS 
e PIPE CAPS 


. Specify ‘'X-L'" Couplings 
and Sapc—the trade-mark 

\ you can ALWAYS depend 
on for Quality. “X-L" 
Couplings are made from 


solid bar and seamless 
tubing. Both "X-L" Coup- 





Ml) 


li 





ti fj 


According to the announce- 
Rees end "HE" Gees: ave a wnin assembly will not 
rust, corrode nor collect sand. 
Thoroughly Tested, Accu- | Secure fitting of the cylinder 
rately Made. | cap and cage is said to house 
'and protect the valve as- 
sembly. 
Manufacturer: The F._ KE. 
Myers & Bro. Co., Ashland, 
Ohio. 


= 





Sold by Recognized Dis- 
tributors and Jobbers in 
the United States and 
Canada 






electrical and a thermal in- 


Heat C I sulator. 
RCP NG PaO DOU ee Masutmeturer: Minneapolis 


W H E 2 L IN ¢ ; W Bot VI RG| NIA mostat for use wherever two- Honeywell Regulator Co., 


wire (Series 40) or three-wire Minneapolis, Minn. 


KITSON 


CAST IRON: 
BATH TRAPS 


for 
DEFENSE HOUSES . 


Designed especially 
\J to comply with the 
Emergency Plumbing 
Standards for De- 
V2 4"x51/4” fense Housing. 


\ 1, I victory comes, the long lines of Ask your jobber for complete information 


huge Youngstown Pressed Steel presses and enameling ov- and prices. 
ens will AGAIN turn out a tremendous production of YPS 
cabinet sinks to meet the pent-up volume of civilian buying. 
What a business that will be for the years to come! Be ready TRADE ARIK 























to get your share. 


YPS cabinet sinks will be even better values. due to mass: 
eydecsiimtilels Mrs) Lictere) MMe) ME eecctie is Mrs) Liet Messe MR 2 seMisrleld Metiice ian K PA N Y 
tive from the standpoint of installation and service. i T & O | C O NW 
1500 WALNUT ST. 
YOUNGSTOWN PRESSED STEEL DIVISION Dept 642 Mullins Manufocturing Corp. Warren. Ohio P H [ L A D E L P H [ A ad P A . 


ee ae MEMBER OF THE WELSBACH GROUP 


wNAwe 
. a 


A RILT TY —_— oman STATE ————————— 
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Threading 


Type of Literature: Small, 
two-color envelope _ stuffer 
called “How to Get Better 
Threading Results on Pipe.” 
Purpose: Exposition of the 
methods of grinding dies for 
improved threading results. 
Features: Diagrams show 
cutting angles on _ various 


types of chasers and a table 


gives this manufacturer's 
recommendations as to cut- 
ting angles and cutting 


speeds for six different pipe 
materials. The text describes 
some recommended practices 
and others to be avoided to 
obtain the best results in 
threading pipe. Issued by: 
Republic Steel Corp., Cleve- 
land, Ohio. 


Automatic Controls 

Type of Literature: Large, 
two-page folder. Purpose: 
Illustrating and describing 
this company’s automatic 
controls for hand fired fur- 
naces or boilers. Features: 


Engineering drawings demon- 


strating the method of opera- 
tion of the control and a table 


of specifications occupy one 
page of the folder’ while 


photographs and descriptions 
models of 

limit controls, 
and damper operator control 
take Also 
included show- 
ing how the damper operator 
the furnace 
list of fea- 
by the manu- 


of several room 


thermostats, 
another. 


sets up 


are drawings 
is connected to 
and a 
reported 


or boiler 
tures 
facturer to be exclusive with 
the “Thermo-Draulic Damper 
Operator.” Issued by: Perfex 
Corporation, Milwaukee, Wis. 


Brass Castings 

Type of Literature: “Practi- 
cal Data on Brass and Bronze 
Castings” is a 20-page publi- 
cation with an attractive blue 
Features: 
the book 
discussion of the 
nomenclature of copper alloys 
taken 


and grey cover: 
The first 
contains a 


section of 


brass and bronze 





TYPE K TUBE-LOY water service pipe, widely employed through- 
out America, is worthy of your immediate examination. This prod- 
uct, extensively installed before the war emergency, has been 
approved by major cities throughout the country as a dependable 


medium for permanent use. 


The installation of Type K Tube-Loy is simple. Either wiped 
spon pine or standard copper flare or compression fittings, may 


be use 


successfully. In addition, we have developed, through the 


Grinnell Company, a special flare fitting manufactured from gal- 
vanized malleable iron, which is readily available. This fitting has 
been specifically designed for use with our product. Unlike ordi- 
nary fittings, its long, tapered flare provides a greater contact area 
between the fitting and Type K Tube-Loy, to form a strong, valve 


seat joint. 


Asarco Type K Tube-Loy and Grinnell Superseal Flair Fittings 
are adequately described in our new catalog which will be pub- 
lished shortly. Write for it. Both products are available for prompt 


shipment! 
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TODAYS GREAT FOOD 
PRODUCTION PROGRAM 





DEEP WELL SYSTEMS 
Series 400 cnd 600 modernly 
engineered for smoother, 
quieter operation and 
extra long life. Power 
mechanism is quickly 
unit 














removed as a 
from main housing. 
Today's ‘‘best’’ in 


Deep Well Pumps. 








p ME ONAL i] 
Dies AUTOMATIC 
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SHALLOW WELL SYSTEMS 
Series 420. Dependable, quiet. com. 
pact. Built to give owners extra 
years of trouble-free running water 
service. 


The spotlight is on the farmer today. One of his greatest helps 
IN PRODUCING MORE is a modern, dependable Water System. 


The government recognizes this. McDonald DEALERS are able 


to supply farms with Shallow Well. Deep Well 
and Hydro-Jet Systems of known quality and 
proven efficiency. They care factory-assembled 
and tested ready to give many years of 


running water service and satisicaction 


A. ¥. McDONALD MFG. CO. 
DUBUQUE, IOWA 


i | 
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IVE HAD THESE 
CUSTOMERS FOR YEARS... 
DEPENDABLE, QUALITY 
PRODUCTS KEPT 
THEM SATISFIED 








] i ; . 





» y ~~ » 


PERFORMANCE ON THE JOB HAS TAUGHT 
US THAT THERE'S NO SUBSTITUTE FOR 
HIGHEST QUALITY PRODUCTS 


You know how fast good will grows or diminishes 
in relation to the performance of the products you 
install. In view of this fact, many successful 
plumbers take advantage of the assured customer 
satisfaction that installing KOVEN Quality Prod- 


ucts provides. 








Among the many KOVEN products are: 
RANGE BOILERS STORAGE TANKS 
Copper Steel or Copper 
SCULLERY SINKS FUEL OIL TANKS 
KOVEN-PARACOIL TANKS EXPANSION TANKS 


BARBER BOILERS weno 
WATERFILM STEEL BOILERS PNEUMA ANK 
SEPTIC TANKS 


For Automatic Firing 





KOVEN SERVES FOR VICTORY 


We will continue to serve the Plumbing Industry as 
well as Governmental restrictions permit. We, of ne- 
cessity, cannot always furnish a complete line due 
to close cooperation with the Government's War 
Efforts and the scarcity of materials. 














PLANTS 
Jersey City, N. J. 


_oKOVEN.§.. 


JERSEY CITY, N. J. 


Dover, 





' subjects of 
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from the Bureau of Stand- iliary equipment. These 
ards’ Letter Circular LC487, schedules are said to employ 
Federal, Navy and SAE speci- formulas and suggested 
fications are listed and the Standards of operation easy 
last page is given over to of attainment in any care- 
standard definitions of terms fully planned and operated 
relating to testing methods. installation. Issued by: Com- 


Issued by: Hammond Brass bustion Equipment Division, 
Works. 1844 Summer St., Hotstream Heater Co., 8007 
Hammond, Ind. Grand Ave., Cleveland, Ohio. 

Oil Burner Manual Steam Generator 
Type of Literature: A Type of Literature: This is 
punched, 8%x11 in. leaflet @ large, three-way folder 
. designated as Bulletin 


filing in brief 
case or ring binder. Purpose: 
As announced by the manu- 
facturer, the object in issuing 
this “‘Manual of Information” 
is to set forth in clear, help- 1 
ful and understandable sched- COVE®!; 
ules the various factors that 8!ven 
enter into the proper installa- 
tion and 
burning 


suitable for 
No. 1000 and printed in two 


Features: <A large, 
photograph of the unit 

generator described 
this folder dominates the 
the center page is 
over to dimensional 
drawings of the generator 
and a very complete table of 
data and dimensions. Issued 


colors. 
clear 
steam 


operation of oil 


equipment so. that 


fuel oil may be conserved y: Preferred Utilities Com- 
with the minimum of break- Pany, 33 West 60th Street, 
down of production. Fea- New York City. 

tures: Broken down into 
| twenty-seven paragraphs and Bath Fixtures 

tables, the manual covers the Type of Literature: Small, 


eight-page leaflet printed in 
patriotic colors and featuring 
this company’s “Victory Line 
Defense Housing.” Pur- 


and formu- 
information, 
reducing of 
and aux- for 


data 
las, general 
operating data, 
fuel consumption 


wa 


a 


Da = 
UR tbe, 
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D THE DUNHAM Zoey. 


| VAPOR AND VACUUM HEATING SPECIALTIES 








Operating Engineers will approve this new Dun- 
ham line of cast iron specialties built to meet Gov- 
ernment specifications for the duration. 


Cover and dise assemblies of traps are interchange- 
able with Dunham standard traps. The radiator valve 
is spring packed (known to the trade as “packless”), 
has non-rising stem with indicator. Descriptive bul- 
letin of the Line gladly sent upon request. 


“Dunham Heating Service’ is avail- 
able through the telephone to more than 
60 cities, or by correspondence to C. A. 
Dunham Co., 450 E. Ohio St., Chicago. 
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pose: As announced by the 
manufacturer, this booklet in- 
troduces a line of shower, 
lavatory, sink and bath fix- 
tures designed to replace fix- 
tures previously manufac- 
tured from critical materials. 
Features: Drawings and de- 
scriptions of ten different fix- 
tures—from showers to over- 
flows—make up this booklet 
and emphasis is laid on the 
fact that, wherever possible, 
plastic has replaced metal in 
the manufacture of these fix- 
tures. Issued by: Speakman 
Company, Wilmington, Del}. 


Grates 

Type of Literature: This re- 
lease consists of a set of five, 
letter - size, multigraphed 
sheets which are stapled to- 
gether in bulletin form. Fea- 
tures: This bulletin is de- 
voted to instructions for in- 
stalling the “Victory” grates 
manufactured by this com- 
pany ... in either round or 
square boilers. Sketches _ il- 
lustrate each operation of the 
installation and _ additional 
suggestions for installing are 
included. Also shown are 
prices and terms on complete 





E Established 3 


JUNE 15, 1891 


ty 
William Penn Powers 
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grates and grate parts. Is- 
sued by: Catskill Metal Com- 
pany, Catskill, New York. 


Float Controls 

Type of Literature: Two 
S%x1l1 inch single sheets... 
designated as Bulletins 1911 
and 1912 punched for 
o-ring binder. Features: Bul- 
letin 1911 describes and illus- 
trates this manufacturer’s 
Series 110 float controls, and 
Bulletin 1912 performs the 
Same service for the 152 
series. Both bulletins include 
tables of electrical specifica- 
tions and dimensional draw- 
ings of the controls: and 
photographs show both  in- 
ternal and external details. 
Issued by: Penn Electric 
Switch Co., Goshen, Ind. 


Welding 

Type of Literature: This is 
a new publication which the 
manufacturer announces will 
be issued quarterly. It is a 
large, six-page book called 
“Sparks” dealing with the 
various aspects of the posi- 


tion of welding in today’s 
war and industry picture. 
Issued by: Tube-Turns, Inc., 
Louisviile, Ky. 





To our many friends who hace helped make 
our first 50 years successful 

we wish to thank you for your support in the past 

and to express the hope that we may have the 


privilege of serving you 


n the years to come. 


THE POWERS REGULATOR COMPANY 
Offices in 47 Cities 
50 Years of eeenetaliimmnneen and Humidity Control 














uring a little more than 
a quarter-century, the plumbing 
trade and thousands of satisfied 
users from coast to coast have 
come to know that 





CHICAGaG 
FAUCETS 


Last as long as the Building 





Now, like every American enter- 
prise depending upon materials 
which, during this period of na- 
tional emergency, are designated 
as ‘‘critical,’’ production of Chi- 
cago Faucets must be curtailed 
until victory permits our re- 
sumption of full-scale manu- 
facture. 

Meanwhile, we are certain that 
the confidence of the plumbing 
trade in Chicago Faucets will be 
fostered and strengthened by the 
performance of the thousands 
now in use. Even the severest 
usage during a few war months or 
years can little affect faucets that 
give lifetime service. 

All deliveries are subject to the rul- 


ings and regulations of the War Pro. 
duction Board, Priorities Division. 
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Gas Burners 
Type of Literature: This isa 


June, 1942 


hour through the valve. Issued 
by: Sarco Co., Inc., 475 Fifth 


large, 3-way folder attrac- Avenue, New York City. 
tively printed in two colors. 

Features: Photographs and Q, B. Handbook 
drawings of individual gaS Type of Literature: This is 
burners supplement the text, gq pocket-size, cloth-bound 
which gives in detail their pook of some 250 pages 
method of operation. Also in- printed on glossy paper and 
cluded are a capacity table written by the same author, 
and a table of specifications |, J. Whelan, who, a year 
for stock size burners. The ago, put out the original Oil 
folder states that special Burner Handbook. Purpose: 
burners are made up to meet According to the author, this 
conditions on any job. Com- pook was written with the 
pleting the piece are draw- object of simplifying the 
ings of installations with in- problem of burner and fuel 
structions for setting. Issued conservation. Features: The 
by: J. O. & C. U. Martin, 687 Hook is divided into three 
Minna St. San Francisco, parts. Part I, which deals 
































STOCKS 
& DIES 


ARMSTRONG BROS. 
Stocks (10 types) are free 
from sharp angles and cor- 
ners. They fit comfortably 
in the hand, are well bal- 
anced, are accurately ma- 
chined. They come with 
Ring or Adjustable Pipe 
Guides. Take all standard 
make dies. 


ARMSTRONG BROS. 
Solid Dies are cut by spe- 
cial machinery from Vana- 
dium Tool Steel, ‘‘backed- 


off” hob-cut teeth with Calif. with domestic oil burners, 
ground cutting edge, elim- ’ ; ; ; 
inates ‘drag.’ Carefully includes detailed information 
hardened, drawn, tempered -_ » ae en ae 

oat” Gen iad Unit Heaters as to fuel, installation, op- 


Top Rake. Ample Chip 
Clearance. They are long 
lived. and cut smooth, ac- 
curate threads and _ hold 
their sharpness. 


Type of Literature: The sales eration, servicing and rules 
aid described here is 8%xll and regulations to be fol- 
in. in size and punched for a lowed in the above opera- 
3-ring binder. Features: tions. Published by: The 
Throughout the twelve pages Master Plumber and Heating 
of this catalog are pictured Contractor, 554 Atlantic Ave., 
and described several types Brooklyn, N. Y. 

of gas fired unit 





Write for 
catalog. 


» 
it \ By 
S Y ARMSTRONG BROS. TOOL CO. manufactured by this com- 


“The Tool Holder People”’ pany. It is pointed out by 
E. « CHICAGO, U.S.A. 
etic a ss the manufacturer that, while 


the propeller fan style of sus- 







heaters 


Refrig. Standards 
Type of Literature: Twenty 
punched sheets comprising 





— six sets of additional re- 


A NECESSITY 


pended unit heater has been 
widely used, duct heaters and 
blower type heaters are com- 


frigeration standards. Fea- 
tures: Three sheets of the 
paratively new and since, _— — oe AA 
under some circumstances, corsa Equipment Standards, 
for plumbing and heating system repairs these newer models are bet- which are supplemental to 
ter fitted to do the job, they t he previously - published 
should be well known and ACRMA Equipment  Stand- 
understood by the industry. ards, The designation “In- 
Issued by: Reznor Mfg. Co., terim,” it is explained, is 
used to indicate that these 
Standards are of a less de- 
Thermostats tailed nature than those pub- 
Type of Literature: Desig- lished earlier and that the 
nated as Bulletin No. 600, this subject covered . . . Freon-12 
is an 8% by 11 inch. punched Water and Brine Coolers, and 








Today, more than ever before, when new 
equipment and materials are hard or im- 
possible to obtain, SMOOTH-ON No. 1 is 
a necessity to the plumbing and heating 
contractor, This many-purpose iron repair 
cement stops leaks in piping and pipe con- 
nections, seals cracks in boilers, tanks, 
radiators, heaters, etc., and tightens loose 
parts of apparatus, fixtures and hardware. 
SMOOTH-ON repairs are made without 
dismantling equipment, and without the 
use of heat or special tools, and the results | facts and figures on 
are lasting. temperature regulators manu- /dustrial Refrigeration 

factured by this company. 4re receiving further study. 
Features: This catalog in- Completing the set are the 
cludes photographs, engineer- ASRE Proposed Standard 


Mercer, Penna. 





booklet. Purpose: Presenting Forced -Air Circulation Air 
eleven Coolers for Commercial and 











Buy Smooth-On No. 1 in 154-0z., 7-0z., 1-lb. 
or 5-lb. tins from your dealer, or if neces- 
sary, from us. For your protection, insist 
on Smooth-On, used by engineers and 
mechanics since 1895, 








ing drawings and dimension Methods of Rating and Test- 





tables for heat regulators to ing, which cover the follow- 
he used for hot water heat- ing Subjects: Water and 
F R E E ree ers, process tanks, fuel oil Brine Coolers; Forced-Circu- 

HANDBOOK storage, dryers, kilns, ovens, lation Air Coolers for Com- 
170 Diagrams and simple, concise instructions for air 


saanbhd Fane conditioning, 
ingenious, practical repairs to plumbing and heating iliac a 7 
onary fixtures, etc. K.very contractor should tion, open tanks and kettles frigeration; Water-Cooled Re 


have i copy ot this helpful manual, and various other processes. frigerant Condensers; a n d 


SMOOTH-ON 


refrigera- mercial and Industrial Re- 














— ail atien hinnine wate Refrigerant Compressers. 
'S i W hts 
seater Sar cs Beet SMOOTH-ON MFG. CO., Dept. 12 Prices and shipping weigh rset See cea il 
Home. Factory o~ City. N. J for each type of thermostat Price: $1.00 per set. Issu 
570 Communipaw Ave., Jersey y, N. ’ ; ae 
Power Plant are listed, and there are nine by: Air Conditioning and Re- 








ms ° 
. a valve capacity charts show- frigerating Machinery Asso- 
No if with ing the steam flow in pounds ciation, Inc., Southern Build- 
per hour and the gallons per ing, Washington, D. C. 
] 
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New of Poatents 

































2.269.932 
DRAFT CONTROL 





B44, 
/ 


1 aun! 
ae” 
5 C-) | 





























a | 
aoa | 
2.269,560 2,268,607 . 
PIPE COUPLER WATER CONDITIONING APPARATUS 








2.280.425. Air Conditioning Apparatus. Charles M. San- 
ders. Jr.. Oak Park, Ill., assignor to Westinghouse Electric | 
& Mfg. Co., East Pittsburgh, Pa. 


We recognize that the first 
| job to be done is to win this 





. ‘ ‘ fs ’ - ‘ . ‘ > 
9 969.932. Draft Control. Edward A. Field, Jr., Chicago war! To do this, the farmers of 
2,269,560. Pipe Coupler. William H. Stout, Eugene, Ore. | the nation must raise MORE 
2 268.607. Water Conditioning. Chester T. McGill, Elgin, | FOOD with LESS MAN POWER. 
HI. | Running water, as furnished by 


2,268,959. Burner Control System. William A. Ray Glen- 
dale, Calif. 

2,273,403. Pump Construction. William Horace 
Dubuque, Ia., assignor to A. Y. McDonald Mfg. Co. livestock while conserving much 


needed man power. 


Dayton Life-Long Systems, helps 
Hazard, | raise bigger and better crops and 








Dayton Water Svstems are mak- 
ing a very definite contribution to 








victory on thousands of American 





farms. Each new one you sell adds 
to this contribution. Another way 


WORLD'S LARGEST of furthering. the war effort is to 
MANUFACTURERS help your customers keep their 
OF AUTOMATIC present water systems in perfect 
ELECTRIC WATER 

SYSTEMS 











working order. 


THE DAYTON PUMP & MFG. CO. 
DAYTON, OHIO 




















“SUPPLY gy 
3 by 





ZS 


“a 

















ae gl 


2,273,174 2,273,381 = Le 
HOT WATER DRAIN DEVICE CONTROL SWITCH WA TER SoFTENe 








2,272,174. Hot Water Drain Device. Oscar Brooks. Ar 
kadelphia, Ark. 

2,273,381. Control Switch. Burton E. Shaw, assignor to 
Penn Electric Switch Company, Goshen, Ind. 
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| tember, 


Now! 
AMERICAN 
PLASTIC 
TANK-FLOATS 


to the rescue! 


Used by leading Pottery 
manufacturers, 





Tough! Will not bend, dent. nor 
| lose shape, 





NEW: 
PLASTIC 
Flush Elbow 


— ‘ 
— \ 


eo oe. 
shorter lengths 
Will not tarnish — 


Buoyant as Thin-skull 
Copper Floats, 
Impervious to salt water, iron, 
sulphur, ete. 











Standard Threaded Spud integral 
with mold. 











f ONTRACTORS > Order 
your supply houses. 


JOBBERS: Write for sample and 
prices, 


from 
Size 
kasily cut to 
Pure white 
Everlasting 
(with or without 


AMERICAN MOLDED PRODUCTS CO. 


1752 N. HONORE ST. CHICAGO, ILL. 


and gaskets) 








slip-nuts 








SAFE— CONVENIENT 
| THERMOSTATIC 























SHOWER BATH CONTROL | 


The temperature you want — when you want it! No more 
haphazard blending of -hot and cold water. No more hot 
shots and cold spots when pressures vary. Rid yourself of 
these annoyances. Install a Series R Valve on your shower, 
set the pointer at the temperature you desire and really 
enjoy your shower. 


Distributed through recognized plumbing wholesalers. 
Manufactured by 


LEONARD VALVE COMPANY 
1360 Elmwood Ave., Cranston, R. |. 
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| Chucago Golf... 


(Continued from 


|including the association cup. 
As an added feature of inter- 
est, the members played the 
qualifying round for’ the 


/match play elimination which 


be through 
Sep- 


association 


will played off 
June, July, August 
for the 
championship. This 
the in 


and 


part of 


program is charge of 


Harold Burr. 


the 

Godfrey 
chairman 
the 
an- 
receiv- 
In 


dinner in eve- 
which 
presided 
Golf Committee, 
winners were 
all them 
ing golf balls as prizes. 
A the low net went 
Elmer Meyers with a 91 gross, 
19 handicap and 72 net. The 
had fif- 
W. J. 


with a 90 gross, 


the 


over 


At 
ning, 
Holm 
of the 
prize 


aS 


nounced, of 


Class to 


(a 
this event 
putt 
ef.. 
20 handicap and net 72, was 
runner-up. In Class B. P. J. 
Brown-with 92 gross, 22 han- 
dicap and net 70, 
net; with D. Ganey runner-up 
with 114 36 
78 net. 


winner of 
teen |] 


Sievert, 


greens. 


was low 


£ross, 


handicap 
and 


SEL: 


CONSERVE FOR VICTORY. 
not necessarily need a new valve 
because it may be leaking. A leaky 
valve is like a sick person... it needs 


Page 2) 

The guest prize of two golf 
balls was won by Wm. J. Sie- 
Jr., and the blind bogey 
cash prize was divided 
tween Jess Stanfiel, Peter M. 
Munn and Herman Scheel. 
The door prizes were won by 
Louis Katz, Jr., George Mat- 
Sr., and 
respectively. 


vert, 
be- 


thews, Louis Katz, 
Jas. W. Fettes, 
A number of guests were in- 
Robt. E. 
of the 
Assn. 


including 
president 


troduced 
Murphy, 
Plumbing Contractors’ 
The latter urged 
members 
the 
plumbing division in its cam- 


of Chicago. 
the 
support 


to financially 


heating and 


paign for U.S.0O. War Funds. 


On behalf of the associa- 
tion, Chas. A. Dreier pre- 
sented the past chairman of 


the golf committee with a fine 
suitcase in appreciation of his 
services during the past two 
Holm 


tournament 


vears, Chairman an- 


nounced the next 


would be held at Cog-Hill 
Country Club on Wednesday, 
June 17. 





You do 


; professional attention. Perhaps it needs only a new disc 
to restore new valve efficiency. A valve is no better 











a 


MILWAUKEE VALVE CO. 


MILWAUKEE 





than its disc. 


Always remember the 
valve should be com- 
pletely opened when 
disassembling or reas- 
sembling the valve bon- 
net, or the disc and seat 
may be damaged. 


Send for the complete 
“MILVACO MIKE” 
Series of ° 
8 cards. 





WISCONSIN 


MILVACO Heating Specialties and APPROVED Bronze Valves 
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San Francs a. (.... 


The annual meeting of the rectors had already approved 
Air Conditioning Society of of a substantial 
San Francisco, held May 21, 
featured the election of officers 
and the voting of funds to 
further cooling tower experi- 
mental work on the Berkeley 
University of 
board of di- 


contribution 
to the Red Cross. 

Incumbent officers re-elected 
for the coming year are: 
I. C. Bell, president; 
Rauch, 


James R. Hedge, secretary. 


Jess E. 


campus of the vice president; and 


California. The 


Inventoues—S-63 .. . 


Which is optional A 
computing dealer located in the HMastern 
Central War-Time Zones 


carry stocks of the 


Washington, D. C.. May 25. change, 
The method of 
permissible 
Inventory 


inventories under or 


Suppliers’ Limita- may now 


tion Order 1-63 has been nineteen controlled categories 
altered to allow dealers af- of merchandise in an amount 
fected by the order to base equal to two-thirds of the 
their calculations = on their dollar value of such goods 
sales during the preceding sold by him during the three 
quarter, rather than on the preceding months. Dealers in 
second preceding month. other time zones may main- 

Amendment No. 3 to the tain inventories equalling the 
suppliers’ order, announced dollar value of sales during 
today by the Director of In- the full period of the previ- 


dustry Operations, effects this ous quarter. 


NAMP Convention ... 


(Continued from Pare 46) 


Mr. Timmis gave the over- fecting our industry have al 
all pieture 
industry as he 
Believing that most of the im- 


portant 


confronting the ready been issued, he saw the 
following 


pletion of the 


saw it. jobs ahead com- 
present indus- 


trial plant work for war pro- 


restrictive orders af- 





Just what you've been looking for—something easy to apply to 
pipes, tanks, walls, ceilings, air ducts and other surfaces subject jo 
sweating or condensation drip. 


A SURE CURE 


This plastic cork coating is applied with a 





whisk broom, brush or trowel to metal, concrete, brick, wood, 
plaster, composition, etc. Insulates and prolongs life of pipe or 
‘Se 


any metal by preventing rust and corro- 
sion. Produces a permanent, stucco-like 
finish that requires no maintenance. Can 
be painted any color. A gallon covers 
about 30 feet of 1” O. D. pipe. Comes 


in |, 5 and 55 qal. drums. 


Order from your supply house or 


write for circular. 


J). W. MORTELL CO,. sos BurCH st. KANKAKEE, ILL. 
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a New Finish on 


FERROUS METAL PRODUCTS 
by The M. S. LITTLE Mfg. Co. 


Conservation of critical materials 
and the speeding-up of Produc- 
tion in essentials for our War win- 
ning efforts, necessitated a New 
line of FERROUS METAL PROD- 
UCTS for the Plumbing Trade. 


For effective protection against 


rust and to maintain the M. S. 


LITTLE Standard of Quality, the 
surfaces of each FERROUS METAL 
PRODUCT have a most attractive 
crackle finish, appropriately named 











No. FT-657-2 


The New Finish is on the Complete Line 
of FERROUS METAL PRODUCTS includ 
DUO" WASTES for 


Sink and Tray Combinations—tknown for 


ing the Genuine 


their Sanitary Features. 





lhe S/irri¢é 


f onstruction F ea- 







tures available in FERROLS 


METAL PRODUCTS. 
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duction; completion of the the principal resolutions 
cantonment building pro- adopted: 

gram: defense housing con- Resolution No. 1 (Virginia 
struction; maintenance and association): Resolved to sup- 


y 4 Al ’ | 
) UT q TRADI WIND | repair; work arising from the port the spirit of P-84 in 
Y ‘ ; : " | need to conserve fuel and “conserving the critical mate- 
i | convert heating plants to coal rials entrusted by that order” 


WARNES SEO SV in areas where oil, because and to support the Plumbing 
of transportation difficulties, and Heating Branch of WPRB 
will not be available. Saying “in all its efforts to conserve 
that plumbing and heating critical materials and at the 
contractors were well quali- same time protect the health 
fied for the conversion job, lives, comfort and safety of 
he urged his listeners to “roll the American people.” 
up your sleeves and pitch in.” Resolution No. 2 (Virginia): 
Mr. Jones impressed the Resolved to support the cam- 
point that the defense hous- paign to salvage scrap mate- 
ing program seeks to con- rials to aid in the war effort 
serve critical materials in Resolution No. 3 (Virginia): 
every possible manner; he Resolved that discrimination 
told of the _ trend toward should not be taken against 
multi-family dwellings as radiator heating in <¢dcfen 
against single-family dwell- housing, and advocated re- 





R oY 






ee 













A rich new trade wind is blowing over your head. 
if you pull the right ripcord, it will parachute an 
orderbook full of SKY POWER sales right in your lap. 


Monitor brings you not lust a windmill, but a complete ings, which require a greater strictions by weight rather 
running ‘er system, with special force pump, fully expenditure of critical mate- than by type. 

autom: ressure gauges and controls. Alternative | rials per family. Mr. Hoffman Resolution No. 4 (Plumbing 
of 100U-.u:ion pneumatic tank or concrete tank in hill- ;} and Mr. Monteath discussed Contractors ASSN. of Chi- 
side. Includes famous storm-safe Monitor with automatic the organizational set-up of cago): Condemned the Gov- 
wind-governing. For attractive dealer or distributor the Branch, and told of their ernment practice of mass- 


lineup on SKY POWER windmill and SILENT FLOW | liaison work with members purchase of building mate- 
electric water systems, write nearest Baker branch today! of our industry and_ the rials. 
BAKER MANUFACTURING COMPANY, Evansville, Wisconsin §=—'*"2.1Ch. Resolution No. 5 (Chicago): 


The “Government Speaks” Condemned letting of plumb- 
session closed with questions- ing and heating contracts on 
and-answers on priorities of Government work to general 





the type published elsewhere contractors. 

in this issue. Resolution No. 6 (San 
RUNNING WATER SYSTEMS Except for these speakers, Diego): Resolved that WPB 
the program was made up should allocate sufficient ma- 
mainly of committee reports, terials for replacement of 





BAKER MFG. CO: Minne 
Wis.; Fort Dodge, ta.: Cedar 






y tee Minn.; Madison, 
apids, ta.; Fredericks- 










Sere _5a.: Guana. “pee ae Ry BT — which will be discussed in water heaters and tanks. 
4 AXTELL Co.: Fort Worth, Texas: Amarillo, Texas: next month's edition of this Resolution No. 7 (Wiscon- 
A Lubbock, Texas; San Angelo, Texas. convention report. Following sin): Offered services of mas- 
LT | Pumps Pumpjacks Windmills Well Supplies are brief digests of some of ter plumbers to national, 
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There is no use kidding ourselves. All of us. 
are in the nasty business of a total war. It's 
all-out’ for Uncle Sam! We sink or swim 
together! . . . Because Uncle Sam needs 
copper, nickel, and brass, restrictions have 
been placed on plumbing fixtures. For ex- 
ample, we cannot supply nickel or chromium 
plated finishes, but we can furnish beautiful | 
polished brass. Similarly, we cannot supply 
many other items which require copper or 
brass parts to complete their assembly. . . . 
So, if we cannot give you what you want, 
remember Uncle Sam needs the metal more 

than you do. ... If you are not sure what CEMENT 
you may obtain, write Dept. 51 for a frank, nUTLAND EIRE CLAY CO 
friendly answer. : 


MUELLER Co. “<< I 





Take a tip from other master plumbers and 
use Rutland Pipe Joint Cement on every 
job. It seals joints tightly—lasts indefinitely 
—yet always leaves pipes easy to disjoin. 
Legal for use in all cities because no toxic 
ingredients. Remains soft in can. 







FIXTURES - 






Mail post card for free sample. Rutland 
Fire Clay Company, Department D-6, Rut- 
land, Vt. Also makers of Rutland Retort 
Cement, Furnace Cement, Asphalt Paint, 
Concrete Patcher. 





( 
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PASTE PIPE JOINT 
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TOGETHER WE'LL SEE IT THROUGH 


You and we have two clear duties before us for the Duration. One 1s 
to make cheerfully any business sacrifices that will help win this war. 
The other is to work together even more closely than before to the 
end that our Industry may continue to serve and protect our Nation’s 


health in the face of any and all problems. 


Here at Scovill we recognize that you are facing new and serious situa- 
tions. We understand those problems, for we have always made it our 
business to keep in touch with your needs and to fill them to the limit 


of our ability. 


We won't forget you, come what may. We'll continue to take every 
step our Country’s needs and orders permit to see that you are sup- 


plied as fully and promptly as possible. 





That’s a promise—and here’s our hand on it. 


SCOVILL MANUFACTURING COMPANY 
Vi i L WATERVILLE DIVISION 
WATERVILLE, CONN. 
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THRUSH EQUIPMENT SAVES FUEL! 


THE best way for heating men to serve 
the nation in its war effort is by kee eping 
heating plants operating at the peak of ef- 
ficiency. Thrush Equipment for hot water 
heating saves vital fuel supplies to speed the 
final victory. Do all you can to keep it func- 
tioning smoothly in the homes of your custo- 
mers. We'll help you. Our representatives 
now more than ever are engineers and service 
men . to assist you when necessary to 

re cee home owners Meat and ried bok serv- 
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The scene has changed 


... but not the requirements 


@ Valves, traps, vents, gauges and ther- _—our lives EVERY job is VITAL. 

mometers are being used on a larger Since it is vital, it calls for the best; and 
scale than ever before—not in the same __ to those who know practical, on-the-job 
places, but in the same way. Jobs are dependability, that means Marsh Equip- 
fewer; but they , ment. By anticipating the design changes 
are larger... called for by material restrictions, Marsh 
and for the first | Products are being made available for 


















@ The No. 12 a time in any of practically any essential use. 
: idea or 

ast con- 

rapid air and Con JAS. P. MARSH CORPORATION 





densation rem 






2051 Southport Ave. 
Chicago, Ill. 








@ Typical of complete 
line of radiator traps with 
highly sensitive thermo- 
static ele- 
ments both 
diaphragm 
and bellows 
types. 
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QUALITY HEATING SPECIALTIES SINCE 
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civilian defense, for emer- 
gency assistance in protect- 
ing public water supplies. 

Resolution No. 8S (Manhat- 
tan sranch, City of New 
York): Condemned practice 
of general contractor hand- 
ling subcontract work. Reso- 
lution approved and referred 
to incoming Board of Direc- 
tors, 

Resolution No. 12 (Secre- 
taries’ Conference): Resolved 
to grant to members going 
into the armed services the 
status of active membership 
without dues for the duration 
of the war. It also recom- 
mended that state and local 
associations take similary ac- 
tion. 

Resolution No. 13 (Secre- 
taries’ Conference): Deplored 
pirating of labor from one 
job to another. 

Resolution No. 14 (Secre- 
taries’ Conference): Asked 
that large Government jobs 
be broken down so that con- 
tractors capable of handling 
these smaller jobs can be 
viven a part in the war con- 
struction program. 


freely through channels in 
accordance with L-79 Amend- 
d, which also permits its 
ale to consumers. 

The reasoning behind the 
present WPR policy is in 
close conformanace to the 
Domestic Engineering conser 
vation campaign begun a year 
ago. In that campaign it was 


plier or Supplier of such 
Person Shall deliver to such 
Person an amount equal to 
fifty percent (50°) of the 
Fuel Oi] that is required for 
such use in the normal opera- 
tion of such equipment; and 
provided further that the 
foregoing limitations may he 
exceeded to the minimum ex- 
tent necessary for the opera- 
tion of equipment used in 
onnection with industrial 
Processes, Oo} research opera- 
Thorns requiring temperature 


ontroeol. 


(3) For tse in the Opera- 
tion of Domestic and Com- 
mercial Water Heating Equip- 
ment, Within Area One, no 
Supplier shall deliver or cause 
to he delivered and no Per- 
on shall accept delivery of 

t 


Fuel Oil in any one month for 
se in the operation of Do 
mestic and Commercial Wa 


ter Heating Equipment in 
excess of fiftv percent (507) 
of the amount of Fuel Oj! de 
ivered to such Person for 


ch use during the = eorre 


19 





state and local councils of 


Resolution No. 15 (Plumb- 


ing Industry Motion Picture 


Committee): Resolved that 


the NAMP loan $8,000.00 to 
the Motion Picture Committee 


to be used in obtaining great- 


est practicable distribution 


for the picture, which is now 
being filmed 


Resolution No, 16 (Con- 
necticut): Recommended that 
a committee be appointed to 
confer with a like committee 
from the American Society of 
Sanitary engineering, with 
the view to undertaking fur- 
ther studies on the relation- 


ship of disease to faulty 
plumbing. 


Resolution No. 17% (North 
(‘arolina): Asked that general 
contractors on (;overnment 
jobs write into their contracts 


the names of their subcon- 


tractors, 
Resolution No, 1s (St 
Louis): Resolved that all cop- 


per pipe and copper fittings 
be released immediately to 


the Government at cost, “in 


order to aid in the effort to 


produce fighting equipment 
ut the earliest possible hld- 


ment.” 


(ontrols, Conserwation ... 


(Continued from Page 21) 


pointed out that hortagwe: 
would extend to a number of 
materials not then affected 

notably fuels In the present 
instance, WPR has weigrhed 


the expenditure of metals for 
controls against possible fuel 
shortages, and has decided 
that the extra metal expendi 
ture is justified. 


SL-56; Fuel Cul... 


(Continued from Page 30) 


sponding month in the vear 
194] Provided, that if deli 
eries to such Person for such 
use during the corresponding 
month in the vear 1941 were 
abnormally high or low or if 
there were no deliveries dur- 
ing the corresponding month 
inn othe vear 1941, then the 
Supplier or Suppliers of such 
Person shall deliver to such 
Person an amount equal te 
fifty percent (50°) of the 
Kuel Oj] that is required for 
such use in the normal oOpera- 
tion of such equipment 

(4) For Use in the Opera- 
tion of Additional Facilities 
or Converted Facilities. Within 
Areas One, Two and Three no 
Supplier shall deliver or 
cause to be delivered and no 
Person shall accept delivery 
of Fuel Oj for use in the 


oneration of Additional Facil- 


ities or Fae ilities ecronverted 
from other fuel to Fuel Oj] 
except 


fi) Where in the CASE of 


new construction the Addi 
tional ae ilitie were prere j 
fied if the ce truectioy cot 































































TUTHILL’S WAR-TIME PUMP 
SERVICE IS YOUR GUARDIAN 
OF PUMP PERFORMANCE 





Dependable oil burner pump performance — always important— 
is vital now. That's why Tuthill offers you a simplified war-tim: 
service to ‘‘keep ‘em running.” 

Under this plan, your Tuthill Pumps and Fuelstats can be recon 
ditioned for ‘‘like-new"’ performance, either at the factory ora 
one of our authorized service stations. 


This prompt, dependable and economical service is your assur 
ance of guarded performance for the duration. 


Write for complete details today. 
ill ll THI | IL 


PRECISION-BUILT...JIOQOBrmWENGINEERED PUMP 
TUTHILL PUMP COMPANY * 939 €. 95TH ST. * CHICAGO, IL 























For Uninterrupted Production, There Is 
No Substitute for Pump Dependability 
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The A-B-C of Pipe and Bolt Machines | 





Beaver Model-B 


A compact utility Pipe and 
Bolt Machine combining 
many features of Model-A 
with the easy portability of 
Model-C. Range % to 2- 
inch—up to 8-inch with 
drive shaft and geared tools. 
Bolts up to 1%-inch. Wt. 
280 Ibs. Ask for Bulle- 
tin-B. 





Beaver Model-A 


A high-speed heavy-duty 
deluxe Pipe and Bolt Ma- 
chine. Range % to 2-inch 
—up to 12-inch with geared 
tools and drive shaft. Bolts, 
% to 2-inch. Wt. 415 Ibs. 
Ask for Bulletin-A. 





Beaver Model-C 


A sturdy little 
ower Unit 

Converts Hand Pipe Tools 
into Power Tools from %& to 
8-inches. Threads 8 inch in 
6 minutes. Threads bolts up 
to 1%-inch. Equipped with 
automatic chuck wrench 
ejector — a safety feature. 
Two men can use it at the 
same time without inter- 
ference. [Easily portable — 
weighs about 150 lbs. Write 
for Bulletin-C. 


BEAVER PIPE TQDLS 


642 DOME AVE. 
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*THE 4 STAR PLASTIC FLOAT is a 
definite advancement in toilet tank floats 
for modern plumbing. Its many advan- 
tages over conventional floats are evident 
upon iaspection. 

*THE ¢< STAR PLASTIC FLOAT is 
manufacture? in ful; size, 4" x 56°, from 
either Tenite !! of Potystyrene plastic. 





4 STAR 


Plastic Float 


yx 


TIMELY 


*THE 4 STAR PLASTIC FLOAT offers 
the advantages of being non-eorredine. 
long lasting and practically non-break- 
able. 

*THE 4 STAR PLASTIC FLOAT is 
NOT a substitute. it is a real develep- 
ment for better and more modern plumb- 


ing. PROMPT DELIVERY 
Dept. DE-642 


KAMPA MFG. CO., 12:3: w. capt: Drive, Miwaukee, wis 























tract and the foundation 
under the main part of the 
structure in which the Addi- 


tional Facilities were to be 
installed was completed, in 
Areas One and Three prior to 


1942, or in Area Two 
June 15, 1942: Pro- 

the replacement 
parts shall not be 
the installation 


April 13, 
prior to 
vided, that 
of wornout 


deemed to be 


of Additional Facilities when 
the existing equipment is not 
adaptable to the use of other 
fuels; 

(ii) where, in the case of 
Facilities converted from 
other fuel to Fuel Oil, such 
conversion has been com- 
pleted in Areas One and 


Three prior to March 24, 1942, 
or in Area Two prior to June 
1, 1942. 

Provided, that deliveries of 
Fuel Oil may be made by any 
Supplier to any Person for 
the operation of equipment or 


facilities specified in this 
paragraph in any case where 
such Person cannot use a fuel 
other than Fuel Oil, electric- 


itv, natural gas, or mixed nat- 


ural and manufactured gas, 
either because any such sub- 
stitute fuel is not available or 


utilization 
its use. 


because technical 
factors prevent 

(d) Further Limitations on 
Deliveries of Fuel Oil, 

Notwithstanding any 
paragraph (c) of 
Supplier shall 


provi- 
this 
de- 


sion of 
Order, no 


or cause to be delivered 
Areas 


liver 


to any Person within 

















FLEXI-CLEANER 


June, 1942 


and Three who has 
Standby Facilities and no 
such Person shall accept de- 
livery of Fuel Oil unless such 
Standby Facilities are being 
operated to take the place of 


One, Two 


such Person's Fuel Oil burn- 
ing facilities to the greatest 
possible extent and to effect 


the maximum reduction in 
such Person’s requirements for 
Fuel Oil. 

(e) Exeeptior 

(1) Nothing . this Order 
shall be construed to apply to 
the delivery of Fuel Oil for 
use in internal combustion en- 


gines, for the propulsion of 
ships other than pleasure 
craft. 


(2) Nothing in this Order 
shall be construed to apply to 
the delivery of kerosene and 
range for use in the op 
eration of equipment used for 
cooking or illumination pur- 
poses 

(f) Conversion of Fuel Oil 
Burning Facilities. 

The Director of 
Operations or a representative 
of the Office of Petroleum Co- 
ordinator for War 
by him may from time to time 


oils 


Industry 


designated 


investigate the 
Facilities 
by any 


examine and 
Fuel Oil surning 
owned or operated 
Person for the purpose of de 
termining whether s uch 
equipment can be converted 
to the use of a fuel other than 
Fuel Oj], electricity, natural 
gas, or mixed natural 
manufactured gas. In making 
such investigation facts and 


and 





FLEXIBLES 


SPEED VICTORY 


Conserve man power for 
essential war work and pro- 
tect National health by 
doing all jobs of sewer and 
pipe-cleaning quicker, bet- 
ter, and more economic- 
ally with a FLEXIBLE 
plumber's set. 
critical materials by keep- 
ing present plumbing in 
good order. 


Conserve 


Investigate the FLEXIBLE 
line now and see how easily 
you can make BIGGER 


PROFITS now and after Vic- 
tory is won, 


FLEXIBLE 


SEWER-ROD EQUIPMENT CO. 


9059 Venice Bivd., Los Angeles 


401 Broadway, New York 


Pickwick Bidg., Kansas City 
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circumstances which may re- than one, then proportionate- 
late to the particular problem, ly from the Suppliers who de- 
including the availability of livered Fuel Oil to him during 

I 


such other fuel, shall be con- the period commencing with 


sidered. If it is found that the June 1, 1941 and ending with 
Fuel Oil Burning Facilities of May 31, 1942. 
any Person may be converted (3) No Supplier shall be re- 


to the use of such other fuel, quired to contract or other- 


- 


and that a supply of such fuel wise to deliver Fuel Oil to 
is available, without an un- any other Supplier in quanti 
reasonable expenditure upon ties greater than are required 
the part of the Person and to enable such other Supplier 
without working any excep- to deliver the amounts which 
tional and unreasonable hard- he is oblivgated to deliver to 
ship upon such Person, then other Persons under the terms 
the Director of Industry Op- of paragraphs (2) (1) or (¢(g) 





erations may, after notice (2) or to deliver Fuel Oil to 
sufficient to permit such con- any Person in quantiti: 


version, forbid further deliv- greater than required by this 

eries of Fuel Oil for use in Order. 

such facilities. (h) Directions as to Deliv- 
(zg) Obligations and Restric- eries. 

tions with Respect to Fuel The Director of Industry 

Oil Deliveries. Operations may from time to 


(1) A Person shall have the time issue specific direction 
right to obtain such Fuel Oil directing or forbidding delis 
as he is entitled to receive eries of Fuel Oil to any Per 
under this Order from the son or elass of Persons 
Supplier, or if more than one, (i) Appeals and Applica- 
then proportionately from the | tions. 

Suppliers who sold and deliv- Any person affected by thi 
ered Fuel Oil to such Person Order who considers that 
during the period commencing compliance therewith would 
June 1, 1941 and ending May work an exceptional and un 
$1, 1942. reasonable hardship upon hin 

(2) If any Supplier does not may file an appeal setting 
have a sufficient quantity of forth the pertinent facts and 
Fuel Oil to supply the de- the reasons why he considet 





mands of Persons to the ex- himself entitled to relief All 


tent required under paragraph appeals shall be filed in quad 


(g) (1), then such Supplier ruplicate. 
shall have the right to obtain Any appeal involving a de 
the amount of such deficiency fense housing projec t shail 


, 


from his Supplier, or if more be filed with the local Federal! 





Dual Service 


X-PANDO Pipe Joint Compound J ET-0 M ATI c 
ENDS LEAKS PERMANENTLY | 


and hence more profitable 
than ever before. That's 








|. A prepared pipe cement which expands as it 
sets. X-Pando is not a ‘thread dope. One 
formula for all uses. 


al because home-owners, fear- 
2. Used for all types of joints—threaded, flange, ' ~ar _ 
ful of future repair and ré 


or bell and spigot. 


° ° ~ y ~ ~+ i.+4 le es . 7 

3. Goes from 4 to 6 times further than ordinary placement difficulties, wa: 
compounds. this one and only water 
4. Odorless, non-inflammable, non-poisonous. systerm that is easily con- 





5. Will not dissolve in gasoline, mineral spirits, vertible from shallow well 
or steam: insoluble in any liquid except the a ' Saal sities illicit Deine 
heaviest of acids; the ‘deal compound “dl all to deep well operation ‘or vice versa) at any time, has n 
types of lines including all refrigerant liquid 
lines and all air conditioning and heating appli- 
cations. Perfect for oil burner lines. anywhere, regardless of well location. 

b. Not affected by vibration. Withstands deflec- 
tion, great pressure, and high temperature. 
The expanding action corrects imperfections in 


leathers, springs or other quick-wearing parts, provides 
full suction lift without close tolerances. can be placed 


To make your job still easier, JET-O-MATIC requires 
less inventory, compensates for slight installation inac- 














pipe threads. curacies, and is so sturdy, simple and foolproof that 
service requirements are negligible or nonexistent 

Ask About X-PANDO CAULKING Now that there are fewer water systems to sell. the high 

COMPOUND unit profit that comes from JET-O-MATIC’s low selling 


4 natural gum caulking compound—the 


perfect product for sealing ducts in air cost is vitally important to your business. If you haver 


condition tt g systems Write for foider 1 , rely —_ 
"TA Pipe J yint ‘ wn pound ; and 2aR the ‘A hole selling st iT ' rm Ly, L4iGs P rc sé - \f nN A 4 ' ~ rite 
Caulking Compound , : “ , ot 

’ . — for it now. The sooner you do, the sooner sil profit 











X-PANDO CORPORATION BAGOULDS PUMPS” 


43-15 — 36th Street + Long Island City, N. Y.- STilwell 4-7180 


Canadian Orstributers LaSalle Products itc 159 jean Tater St W Mentrea’ Quedec Caraga 


oe ee ed . >. * 8 © ey wore ee 




















WOW! WHO 
SAID THAT? 


Oh. a Jap! And you want to talk 
peace again? Say! Do you know 
who you're talking to? I’M the Field 
Control that’s saving up to 25% ol 
the fuel consumed in American 
heating plants. I'M the Field Con- 
trol that has become a “best 
seller’’ with war restricted heating 
equipment dealers because I'm 
still available for sale to every 
home, school, store, church and 
factory in their communities. And 
by the way. Jap. before 1942 is 
over I'll be giving you REAL trou- 
ble! I’m profitable enough and 
have a large enough market to be- 
come the mainstay of practically 
every dealer in the country during 
these war restricted times. 


FIELD CONTROLS CUT FUEL CONSUMP. 
TION UP TO 25% 

Field Controls are available because while requiring 
but little critical metal, they effect savings of vital 

| fuel ranging up to 25%. The COMPLETE Field line 

— lomestic and commercial—provides for complete 

| coverage of your market. Write for complete in- 

formation 


F TL CONTROL DIVISION <x. 
MENDOTA, ILLINOIS “=.” 








SAVED 


300,000 
r 3 GALLONS OF 


WATER and 


* 


30 TONS rel Mae) tl 


aN aa 
A : 
This Sarco Blender replaced a stokered 
boiler and saved 30 tons of coal and 
300,000 gallons of water per month. It 
uses compressor cooling water formerly 
wasted and provides hot water for showers and heat 
for a wash room accommodating 200 miners in three 
shifts a day. Besides saving an investment of $1,050 in 
boiler equipment, this arrangement gives excellent 
service, eliminating entirely the complaints that were a 
daily occurrence before. Catalog No. 800 lists all Sarco 
Mixing Valves. 


SARCO SARCO COMPANY, INC. 
e : 475 Fifth Avenue, New York, N. Y. 











S A Vv 3 S § T 3 A M SARCO confes LTD., FEDERAL BLOG... TORONTO, ONT 
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| Housing Administration office trol and may be deprived of 
| which shall review such ap- priorities assistance by the 
peal and transmit it, together Director of Industry Opera- 
with specific recommendations, tions. 

_to the Director of Marketing, (k) Reports and Corre- 
(office of Petroleum Coordina- spondence, 

tor for War, Department of 
the Interior, Washington, D. C., 
for further proceedings. All 
other appeals shall be filed as 


All reports required to be 
filed hereunder and all cor- 
respondence concerning this 
i aaiatins Order shall, unless otherwise 
a directed, be addressed to: 
- mage 0 hay Office of Petroleum Coordi- 
! >» area specifie i 
= om ~ ' a ” nator, Department of the 
aragr: 1 «i ( Area , . ; 
paragi 1p i) ‘ Interior, Washington, D.C., 
Qne or in paragraph (d) ‘ - 

» rie - ° P Ref: L,-56. 
of Area Three, Exhibit 
“A,” the appeal shall be (1) Effective Date. 
addressed to the District This order shall take effect 
Director of Marketing, On May 16, 1942 and shall con- 

tinue in effect until revoked. 


Office of Petroleum Co- , 
ordinator for War 99 Issued this 13th day of May, 


GA” 

Kast tnd Street, New 1942. : 
York. New York. ; J. S. Knowlson, 

' Director of Industry 

If appellant is located Operations 
in the area specified in ; 
paragraph (b) of Area EXHIBIT “A” 
(one or in parag raph (e) Aren One: 
of Area Three, Exhibit (a) The entire eastern part 


“A,” the appeal shall be of the continental lTnited 
addressed to the District States up to and including all 
Director of Marketing, of the counties of Wayne, On- 
Office of Petroleum Coor- tario and Steuben in the State 
dinator for War, 855 Sub- of New York; Tioga, Lyco- 
way Terminal Building, ming, Clinton, Centre, Blair 
Los Angeles, California. and Bedford in the State of 

if appellant is located) Pennsylvania: Allegany in the 
in Area Two, Exhibit “A,” State of Maryland: Mineral, 
the appeal shall be ad- (rant and Pendleton in the 
dressed to the District State of West Virginia; High- 
Director of Marketing, Jand, Bath, Alleghany, Craig, 


Office of Petroleum Coor- Giles, Pulaski, Wythe and 
dinator for War, Suite (Grayson in the State of Vir- 
1336, 120 South La Salle pinia; Ashe, Watauga, Avery, 
Street, Chicago, Illinois. Mitchell, Yancey, Madison, 


The District Director of Haywood, Swain, Graham and 
Marketing shall promptly Cherokee in the State of 
investigate and consider North Carolina; Fannin, Mur- 
the matter and shall seek ray, Whitfield, Catoosa, Dade, 
to bring about a volun- Walker, Chattooga, Floyd, 
tary settlement of the Polk, Haralson, Carroll, 
controversy in accordance Heard, Troup, Harris, Musco- 
with Stan provisions of gee, Chattahoochee, Stewart, 
this Order. In the event Quitman, Clay, Early, Semi- 
that no settlement can be nole and Decatur in the State 
reached. then the District of Georgia; and Gadsden, Lib- 
Director of Marketing erty and that part of Frank- 
shall forward the appeal lin which lies east of the Ap- 
and record thereon, to- palachicola River in the State 
vether with his recom- of Florida. 

Diree- (b) The States of Oregon 


mendations to the 
tor of Marketing, 
of Petroleum Coordinator 


Office and Washington. 
Area Two: 


for War Washington, (c) The States of Illinois 
ID « Indiana, Towa, Kansas, Ken 
tucky, Michigan Minnesota, 

(j) Vielations or False Missouri, Nebraska, North 
Dakota, Ohlo, OkKlahoma, 


Statements, 
South Dakota Tennessee and 


Any Person who wilfully = 
Wisconsin, 


Violates any provision of this 


Order or who wilfully fur- Area Three: 

nishes false information to (di) All of the States of 
any Department or Agency of Connecticut, Delaware, Flor- 
the United States in connec- ida, Ceorgia, Maine, Marv- 
tion with this Order is guilty land, Massachusetts, New 
of a crime, and upon convic- Hampshire, New Jersey, New 
tion may be punished by fine York, North Carolina, Penn- 
or imprisonment In addition, sylvania, Rhode Island, South 
any such Person may be pro- Carolina, Vermont, Virginia, 
hibited from makine or ob- West Virginia and the [is 
tainine further deliveries of triet of Columbia 

or from processing or using (e) The States of Oregon 


Material under priorities con- and Washington 


Petroleum Commuttec ... 


Washington, D. C., June 4 mittee to consider the status 
Appointment of a specialcom- of petroleum snpplies in the 
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was ane- 
Donald M. 
of the War 


Coast region 
today by 
Nelson, chairman 
Production Board. 

Wayne Johnson, special ad- 
viser to Mr. Nelson on petro- 


East 
nounced 


leum matters, is chairman of 
the new committee, which has 
been instructed to report its 
findings to the War Produc- 
tion Board as soon as pos- 
sible. 

The committee will also 
consult with the Maritime 
(Commission and with the 
Office of the Petroleum Co- 
ordinator in regard to recent 
pipe - line recommendations 
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the Petroleum Co- 
office. 


of the 


Jesse Jones, Federal 


made by 
ordinator’s 

Members 
are 
Administrator; General 
Pyron, representing the 
retary of War; Commander 
W. M. Callaghan, representing 
the Secretary of the Navy; 
[sidor Lubin, representing 
Harry L. Hopkins; Charles 
Rayner, representing Vice- 
President Henry A. Wallace; 
A. R. Glancey, representing 
Lieut. Gen. William S. Knud- 
sen, and Glennon Gilbey, rep- 
resenting Price Administrator 
Leon Henderson. 


committee 
Loan 
W. B. 


=~ 
Sec- 


Fuol Consonwation ... 


(Continued from 


conversion 
the 
accomplish. 
just rip out 
where the 
converted to 
oil burner 
out properly, 
cleaned and 


conservation and 
which you 
position to 
You can't 
an oil burner; 
heating plant is 
other fuel, the 
should be taken 
and properly 
serviced,” 

Mr. Timmis 
the Branch is 
make 
damper 


to do, are in 


idea | 


also said that 
taking steps to 
available for 
thermo- 


materials 
regulators, 
static controls and other 
products Which will result in 
fuel conservation. 

Addressing a 
dependent oil men in 
recently, Mr. Ickes stated: 
“We are exploring all... 
possibilities of providing 
transportation to the East 
always under the necessity 
eonsidering them in the light 
of the question: Will they 


of in- 


Boston 


meeting 


of 


Paze 2S) 
take critical materials or 
transportation that are needed 
for the war? This considera- 
tion blocks our recourse to 


otherwise 


thoroughly 


devices which 


would be practical 


and desirable. 

“In the light of present and 
foreseeable facts, I should be 
failing in my duty if I did 
not advise you to proceed on 
the assumption that rationing 
of all petroleum products, on 
a rather severe basis, is likely 
to be necessary throughout 
the East for an_ indefinite 
period, . . . It seems to me 
that it is the duty of you oil 
men to acquaint your custom- 
ers With these facts 

Activities of the Office of 
Price Administration have at- 
tempted to sell home owners 
the necessity of buving their 
fuel early = fo the coming 
winter 
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Miami Cabinet Division, The 
Philip Carey Mfg. Co. Mid- 
dletown, Ohio 

Sid Harvey, Ine.. 
N. Y. 

Gerity-Adrian 
Adrian, Mich. 

Jonas Haies & Company, Brook- 
lyn, N. Y. 


Camden Pottery Division, Uni- 


Lynbrook, 


Mfg. 


Corp.. 


versal Sanitary Mfg. Co.., 
Camden, N. J. 
Airtemp Division, Chrysler 


Corp., Dayton, Ohio 

Sloan Valve Company. Chicago 

Radiator Specialty Co. Char- 
lotte, N. C. 

Wheatland 
Philadelphia 

Williams Oil-O-Matic 
Bloomington, Ill. 

Worcester Brush & Scraper Co.. 
Worcester, Maas. 

Mid-City Plumbing Supply Co.. 
Chicago 

Miller Supply Co., Chicago 

King Ventilating Co.,. Owatonna. 
Minn. 

H. C. Litthe Burner 
Rafael, Calif. 


Tube 


Company. 


Corp.. 


Co. San 
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Marlo Coil Company, St. Louis, 
Mo. 
Continental 
Chicago 
\. D. Cook, Lawrenceburg, Ind. 
Day & Night Manufacturing 
Co., Monrovia, Calif. 
Hastings Air Conditioning Co., 
Ine.. Hastings, Nebr. 
Peter Healey Brass Fdy. Com- 
pany, Evansville, Ind. 
Heating & Plumbing Finance 
Corp... New York City 
The John Douglas Co. Carth- 
age. Ohio 
Edward Valve & Mfg. Co.. Ine.. 
Fast Chicago. Ind. 
Allegheny Ludlum Steel Corp. 
Brackenridge, Pa. 
American-Marsh Pumps, 
Battle Creek, Mich. 
Sta-Rite Products. Ine. Delavan. 
Wis. 
Standard 
Chicago 
Insulite Division, 
Ontario Paper 
apolis, Minn. 
International Heater Co. Utiea. 


, & 


Nipple Mfg. Co. 


Ine.. 


Ashestos Mfg. Co. 
Minnesota & 
Minne- 


(o.. 
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HERMAN NE! 







y | , . 
Ventilators Mmave pce#»nl IIIStailt 


in U. S. ©). Buildings throughout the 





country. The one located at Wa ikeEgan, Illinois, 1s 
illustrated above. 

Herman Nelson Unit Ventilators 
vide comfortable healthful air condit 
spaces. They have solved many ventilating pr 
various types of Army and Navy 


} . } ] | fer ¥ ° 4 ° ‘ 
In addition, hundreds of buildings Air B 


— 
4 
~ 
~ 
7. 
- 
< 
—-t 


Navy Yards, Arsena 


with Herman Nelson hijet Heaters. The mplete 


=; 

=~ 
— 
woes 


Vertic i Shaft 


Fan, 
De Luxe Types 


AUTOVENT FANS AND BLOWERS 





have also been installedint: ( 
Projects. The Autovent Fan and Blow 
sion of The Herman Ne Cor 
manufactures a 

ity fans and | we A 

Prod s are teste 

ance t ; e ¢ 

esta €a t A 

tior { Fan M 

An f S 

tia g Engineer 





MOLINE, ILLINOTS 


Manufacturers of Quolity Heating, Ventilating and Air Conditioning Product 
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HIGH RATIO OF POUNDWEIGHT / H. P. DEVELOPED 


for Long Life with Minimum Service Attention 
and Minimum Maintenance Cost! 


Heavy, rugged construction of FREDERICK underfeed screw type 
stokers is designed specifically for the rigors of continuous, hard 
service in industrial uses. Time -out for repairs, maintenance manpower 
consequently is very 
infrequently 
needed. 


Equipment includes: 
Large, heavy duty, 
three speed auto- 
motive type trans- 
missions: oversized 
motors and fans; 
burning ends made 
up of segmental 
type, interlocking 
tuyeres. Materials 
are finest procur- 
able. (COMPLETE 
DESCRIPTION 
UPON REQUEST.) 





Hopper and Bin 
Feed Models. ... 
200 to 850 Lhs. /Hr. 


Available with either 
clinker type %urners, or 
with side dumping 
grates. 


The mechanical simplie- 
ity of their construction 





assures long, ‘‘bug-free’’ ER: 
, .. Cast CK IRO 
operation. Ask about Ra s St. FRED N ae ST 
them No obligation rs (, / ERICK, MARYLAME co. 
whatsoever. ~ vs fo Over “4 Veg 
ear 















ASBESTOS 


HOT WATER 
TANK JACKET 


|... OFFERS EXTRA 
PROFITS FOR YOU — 
BIG SAVINGS FOR 
YOUR CUSTOMERS 


















Push the sale of Careycel Tank Jackets for these 
important reasons: (1) They save fuel for the 
nation; (2) They save money for your customers; 


(3) They pay you a profit. 


These efficient Tank Jackets are made of Careycel, 
the improved asbestos insulation. Tests prove 
that they save at least 70% 
through an uninsulated tank. Sizes to fit all stand- 


of heat wasted 


ard tanks. Canvass your community now for un- 
covered tanks. Write today—address Dept. 18. 








THE PHILIP CAREY MFG. COMPANY « Lockland. Cincinnat: Ohio 


mw Canada “i ? i’ Pan ’ bifecea Feu oty 
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Johnson Bronze Co., New Cas- 
tle, Pa. 

Heating Equipment 
Francisco 

The Heil Co., Milwaukee 

Milcor Steel Company, Milwau- 
kee 


Morton Manufacturing Co., Chi- 


Co., San 


cago 
Myrastone Products Co., Phila- 
delphia 
Halsey W. Taylor Co., Warren, 
Ohio 


Tork Clock Co., Inc., Mt. Ver- 
non, N. Y. 

Graver Tank & Mfg. Co., Ine.. 
East Chicago, Ind. 

Great National Air Condition- 
ing Corp., Dallas, Tex. 


T. L. Arzt Foundry Co., Chi- 
cago 
Beaton & Corbin Mfg. Co., 


Southington, Conn. 

Blueseal Chemical Co., Roselle, 
N. J. 

Whitehead Metal Products Co., 
New York City 

Stow Manufacturing Co., Ine., 
Binghamton, N. Y. 

Sunland Refining Corp., Fresno, 
Calif. 

Emory Pipe & Foundry 
Anniston, Ala. 

Everite Pump & Mfg. Co., Ine., 
Lancaster, Pa. 

Fargo Foundry Co., Fargo, N. D. 

Rockford Brass Works, Rock- 
ford, Ill. 

St. Louis Blow Pipe & Heater 
Co., Ine., St. Louis, Mo. 

Hart & Cooley Mfg. Co., Hol- 
land, Mich. 


Co.. 
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Hilbrich & Connor Co., Ham- 
mond, Ind. 

The Ruberoid Company, New 
York City 

Johnston Brothers, Inc., Ferrys- 
burg, Mich. 

The Imperial Brass 
turing Co., Chicago 

Young Radiator 
Racine, Wis. 

Consolidated Brass Co., Detroit, 
Mich. 

D. D. Wessels & Sons, Detroit, 
Mich. 

Hajoca 
phia 

The American Brass Company, 
Waterbury, Conn. 

The Arco Company, Cleveland 

Bastian-Morley Co., Ine. La 
Porte, Ind. 

The Brunswick Balke Callender 
Co., Chicago 

Burnham Boiler Corp., Irving- 
ton, N. Y. 

H. D. Conkey & Co., Mendota, 
Ill 


Manufae- 


Company, 


Philadel- 


Corporation, 


Dick Bros., Ine., Reading, Pa. 

Fedders Mfg. Co., Buffalo, N. Y. 

The Formica Insulation Co., 
Cincinnati, Ohio 

The Frederick Iron & Steel Co., 
Frederick, 

Murray W. Sales & Co., Detroit, 
Mich. 

U. S. Machine Corp., Lebanon, 
Ind. 

Utility Fan Corp., Los Angeles 

Western Wire Products Co., St. 
Louis, Mo. 

Westinghouse Elec. & Mfg. Co., 
Springfield, Mass. 




















MADE FOR LONG RUGGED SERVICE |/: 





Boiler Tube Cleaners, 


Tempered Steel 
The Worcester line is complete. 
Catalog gladly sent upon request. 


WORCESTER BRUSH 
10 AUSTIN STREET 1: 


Wire 
Heater Brushes, Handy Cleaner Brushes, Fire 
Brooms, Track Brooms. 


Flue Brushes, 


and SCRAPER CO. 
WORCESTER, MASS. 
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(Continued from Page 40, Col. 2) 

From May 15 to June 30, Branch, pointed out that 
producers are prohibited from while the order results in a 
manufacturing any items of ban on new installations of 
equipment in excess of the non-essential equipment, it 
number of such items deliv- Will not interfere with produc- 
ered on preferred orders from tion or installations to cover 
April 1 to May 15, or in excess 
of the numbers of such items 
for which unfilled preferred 
orders are now on hand. Pro- 
ducers may use the greater of 
the two quantities in deter- the following uses of ounle- 
mining their permissible pro- jJwont as “essential”: 


duction. 1. Processing, transporta- | 
During any calendar quar- yicq, Prowsen®,(rameror's; | ew DURAPS 
ter beginning with the quar- | 


and distribution of food and 
ter July 1-September 380, pro- food products only in those 
ducers may not manufacture expanding defense communi- 
more items of equipment than ties where adequate minimum 
the number for which they facilities do not exist in the 
have preferred orders on opinion of the War Production 
hand, or the number deliv- Board. 


health requirements, such as 
food processing and storage. 

In considering applications 
for preference ratings under 
the order’s terms, Mr. Fernald 
said, the branch will consider 








ered on preferred orders dur- 2. Production, processing, | 
ing the next preceding quar- transportation, storage, pres | 
ter, whichever is greater. ervation, and distribution of | For hallow wis . 

The order places no restric- milk and dairy product (Thi treamlined — Bullet 
tions on sales, leases or de- does not include equipment | model compact, 
liveries of new equipment by for the manufacture, sale, or | —- | 
a dealer to another dealer or distribution of ice cream, | 
to a producer, or by a pro-_ frozen confections, carbonated ‘ ~ 
ducer to another producer or or malt beverages.) > aa ed 

_ io 


to a dealer, but both produc- 3. Mining, manufacturing 
. . ; ; 

ers and dealers are prohibited processes, communication | 
i 

; 

| 


from selling, leasing or de- equipment, and processing 
livering to any other person methods (including water and Ce OV] ete 
or from installing any new liquid cooling) where control | eee 


equipment except to fill a pre- of temperature or humidity 


See, 


ferred order. can be proved neces ary for | oJ 
J. M. Fernald, Chief of production of the product or | AA p 
WPB’s Air Conditioning and products. NC, C} }7 7737 


Commercial Refrigeration 4. Ice manufacture and | 






With models to suit al! purposes, the new Fa W 


centrifugal jet DUMDpS Ope 4 greater mre rit Onnporty 





1. 

nities. Compact, simplified design eliminates many 

. moving parts, provides greater efficiency and de- 

Sy . pendability. Among F &W’s feature an exclusive 

WA RNOCK The re KIND control valve which automatically adiusts to varv- 

W ry ing depths and assures maximum efficiency over 
RENCH ntire range 


¢ 
7 oe 
Improved type. Drop lo | OLISHED 
forged shackle. Strap Writ > now for informat! 


has three mearing 
positions, Simple to 


adjust. A tool for A Tg 
the man who has N | é. 
constant use for a D 

q 


strap wrench. 


















Unsicarty mars on 


WARNOCK _ ithe plated on hishly polished bene 
pipe and tubing can ruin the appearance 


SIMPLEX «of the finished job! Handle this type 
f work ickly and easilv and. a e 
WRENCH pol on, eee © eoianeieans new 


Simplest of strap lation with a VY ARNOCK “trap W rene h. 
wrenches. Consists Soft strap contact will not scratch 
, > ry . . P . 
of a handle, strap eurved nose eliminates crushing. [n- 
and wedge. Both enda a : 

of strap can he used breakable handle. finished in enamel. 
for double wear. This alw ays looks new. 


tool ia for the man 
who haz only orrea- _ 
sional use for a strap Order one or sey eral WV ARN "4A Str Ip 


wrench. Wrenches from your wholesaler today. FLINT & WALLING is = & INC. 
Warnock Mfg. Co., Worcester, Mass. 





676 OAK ST. KENDALLVILLE, IND. 
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Non- Ferrous Production Facilities 


Now Marshalled for Victory 


The under-one-roof policy of quality control 
practiced by the H. B. Salter Mfg. Company 
for more than twenty-eight years has placed 
the company in good stead with its many and 
ever growing list of customers. It is this un- 
divided responsibility which is now being offered 
directly to the government and to those manu- 
facturers who have sub-contracts to place. 


MFG. CO. 


OHIO 


maAaewrevs sé es, 


Formerly Fisher Brass, Inc. 


3 e: he ‘ea av 
: . 4 My s > —S Y 
-|(y™~ => ie 
. } ~ ' 
* a F 
‘RADIATION 4) 
Sy Pee | 


> : 
ig ee aE 
~* -_ ¢ 

a rd . la ” 


AAAAR 2 A 
atk abe a Ok ob we ot oe cb eat cd i 


ee 


77777 





Poe 


> 


FOR 

AND COOLING 

ae es 

A WIDE RANGE OF SIZES 
ee 
Send for Catalog 


HEATING 





Detail of mechanical joint 
used in Universal Heat 
Transfer Coils. 





THE GeO MANUFACTURING COMPANY 


New Haven, Connecticut 


Manufacturers Finned 





Oo Square lubine in the 
/ x 


Pione ¢) 


{ pate d State . 
































_ the re-sale price of supplies sold the 
second preceding month? 
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| Ferrules, 





| They're dependable! 


brass ferrules, unions and union 
ferrules . a size and type for 
every job. Ask your 


| today ! 


LEAVITT 


and individual inspection at the factory assure 


'on the job. 
ATHOL manufactures a complete line of 
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ervation of drugs, medicine 


and serums, mortuaries (body 


storage only where, in the 
opinion of the War Production 


Board, adequate facilities do storage); production inspec- 
not now exist. tion test rooms. 

5. Miscellaneous applications Mr. Fernald made it plain 
in connection with testing that nothing in these five 
and research laboratories; de- categories of “essential” uses 
fense production drafting could be interpreted as indi- 


cating that approval might be 
given to any application for 


rooms which can demonstrate 


proof of actual need; operat- 


ing rooms in regularly consti- new equipment for persona! 
tuted hospital buildings; pres- comfort. 
Pruornty Qand A 
(Continued from Page 39) 
plies to sixty days? . ANSWER: QUESTION, Reference, L-63: Can 


merchandise in stock which is now ob- 
solete be deducted from the inven- 
tory in making reports on PD-336? 

. . ANSWER: This is mainly an ac- 
counting problem, and the policy of 
paying taxes and insurance on such 
items should govern. 

QUESTION, Reference, L-63: We 
find it impossible to qualify under 
L-63 and thus use PD-IX, until we re- 
duce our inventory. Can we order 
merchandise from our basketed orders 
carrying an A-1l0 rating? AN- 
SWER: Amendment No. 2 provides 
that the wholesaler may obtain a stock 
of specific items equal to the preced- 
ing month's sales, even though over- 
stock of other items makes his inven- 


lt did originally. An amendment has 
been issued making it permissible for 
you to omit your stock of steei and 
iron pipe from the PD-336 report form. 

QUESTION, Reference, L-63: Is 
Paragraph 9 (i) interpreted to mean 
that stock at cost may equal twice 


AN- 
SWER: Yes, which would permit the 
wholesaler something between a sev- 
enty and ninety day inventory, instead 
of the so-called sixty-day inventory. 
QUESTION, Reference, L-63: Is it 
necessary for a supplier whose total 
inventory at cost is less than $20,000 
to adhere to limitation order L-63 and 
keep his inventory forms on form PD- 


336? ANSWER: No, provided tory exceed limits set by L-63. 
that his stock of plumbing and heat- QUESTION, Reference, L-63: A 
ing items is not greater than $10,000. wholesaler has accumulated material 


in his warehouse awaiting delivery to 
defense jobs, and all of it has been 
tagged and set aside for the specific 
Must this material be reported 
. ANSWER: The ma- 


On general principles, however, it 
might be well for him to keep similar 
inventory records so that he can dem- 
onstrate that he is, in truth, exempt 
from L-63. 


job. 
on PD-336? . 


THE or 
RIGHT 


CONNECTION 
for Your 
Pipe Jobs! 


Master Plumbers know from long 
experience that the success or 
failure of important piping jobs is often 
determined by the ferrule or union used. 
That’s why. on long-time _ installations, 
ATHOL Ferrules and Unions are specified. 


They’re reliable! Careful precision machining 















uniform sizes and accurate fits. 

They're durable! Because they are made only 
of the finest metal, they reduce breakage to a 
minimum, 

Quality materials .. . 


precision machined . . . assure long service 


plumbing supply house 


MACHINE COMPANY 
MASS. 


Also Mfrs. of Dexter Vaive Re- 
seating Machines, Athol Grass 
Unions and Unlen 
Ferrules 
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terials must be counted on PD-336. 
Even consigned stocks must be in- 
cluded. 

QUESTION, Reference, L-63: May 
paragraph b (1!) of L-63 be _ inter- 
preted to mean that a supplier is 
permitted to handle special orders 
for items not in stock even though 


his inventory is over the limit pro- 
vided by this order? . ANSWER: 
Yes. The amendments clarify this 
point. 

QUESTION, Reference, PD-IX: If 
this application is used to build up 
depleted stocks should subsequent 
rated sales be replaced by extending 
individual ratings? ANSWER: 
Yes. 

QUESTION, Reference, P-55: Can 
type K copper pipe be used for 


service on defense houses where the 
master plumber has it in stock, and 
the priority will not be used for re- 
placement for this or any other type 
of material? . ANSWER: This sit- 


uation is not likely to occur, inasmuch 
as the accepted specifications are un- 
likely to include copper tubing. Be- 
cause of the copper shortages, local 
FHA and WPB officers probably would 
take the view that the copper should 
not be utilized for this purpose. 
QUESTION, Reference, P-55: On de- 
fense houses, can the master plumber 
use extra heavy material on this job 
where he or his jobber has the mate- 
rial on hand and will not use the 
P-55 priority to replace the stock? . 
ANSWER: There is nothing in P-55 to 
sanction this arrangement, but the 
idea fits in with the spirit and pur- 
pose of the priority system. Such 
substitution of existing stocks for items 
in the Defense Housing Critical List 


DOMESTIC 


is and has been going on. 
QUESTION, Reference Price Order: 
How may prices be set if contractor- 
dealer did not 
commodity ? 


previously sell this 
. ANSWER, by refer- 
ence to the regulation, first see- 
ing if the seiler sold the same com- 
modity, then seeing if he sold a simi- 
lar commodity, then looking to com- 
petitors' prices, then referring to Sec- 
tion 3 of the regulation. 

QUESTION, Reference, Price Order 
How will price ceilings be determined 
identical articles have been 
different brand names at 
ANSWER: The 


where 
sold under 
different prices? 
seller cannot sell the lower-priced 
brand at the price for the higher- 
price brand. Different brands are dif- 
ferent commodities. 

QUESTION, Reference, Price Order: 


A few weeks before issuance of the 
over-all price regulation, plumbing 
fixture prices were set by an _ indi- 
vidual OPA order. Which now gov- 
erns? ANSWER: The individual 


price order on plumbing fixtures has 
been revoked, and the over-all 
regulation governs. 

QUESTION, Reference, Price Order: 
lf the maximum price under the reg- 
ulation is less than the price required 
under a fair trade contract in a state 
trade or trade 
practice (sales-below-cost 
which controls, the regulation or the 
state fair trade AN.- 
SWER: The regulation controls 

QUESTION, Reference, Price Order 


regulations call for a 


having a fair unfair 


law, laws), 


contract? 


lf state price 


lower price than the general maxi- 
mum price regulation, which shall 
govern? ANSWER: The state 


regulation. 





Somewhere at the front ydu have a peters fighting 
l 


for you - personally. Because practica 


y all his equip- 


ment is made with fine hand tools, you can help him 
win by taking care of yours— leaving more available 
for vital war work. Here are 4 important ways to do it — 


1. Maintain a complete assortment 
of good tools for your work. 


2. Use the right tool for the right job. 
! U/se your fools properly 


4. Keep them in good condition—put 
them away safely and carefully 


Saving just one of your tools from damage or loss will 
help give _ soldier-partner a better rifle — a sharper 


bayonet w 


en he needs it most. Plomb Tool Company, 


Los Angeles, California 





price | 
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ALBERENE STONE 
TRAY and SINK COMBINATION 
for SMALL HOMES 


Alberene Stone is not a critical material. The new 
Tray and Sink Combination was designed to meet the 
demand for a practical,42 long, moderate-priced unit 
which could be supplied promptly. Non-absorbing and 
non-staining, Alberene 1s ideal for laundry trays, pan- 
try and kitchen sinks, slop sinks. Special sinks can be 
made to any dimensions to fill any desired spaces. 
Write today for details and prices on the new Tray 
and Sink Combination. 


CORP. OF VIRGINIA 
New York, N. Y 


ALBERENE STONE 
419 Fourth Avenue 





Quarries and Mills at Schuyler, Va 











DON'T LET T 
SABOTAGE WAR 






































All around you, plants busy on 
war orders are adding floor space 
. new plants are being built. 
still more are planned! And in every 
one, fresh, cool drinking water is a 
recognized essential thirst is a 
known enemy to speed and quality 
on war production! You can SELL 
Oasis Water Coolers to this active 
priority-holding market, right now! 
And you'll help America’s 
workers turn ouf more war 

material by roufing thirst! 


OASIS WATER COOLERS’ 
type EBCO super-sanitary splash 


cad 


new 


free bubblers deliver a generous 
perfectly-cooled flow of water at 
the most “drinkable” angle ever 


achieved! Advanced engineering 
and modern production-line assem 
bly permit low, competitive pric: 
smart styling and sturdy, quality 
construction pack extra sales punch 
into Oasis Water Coolers! 


ACT NOW! WRITE TODAY 


For details that will start new profits 


your way! 


The EBCO M 


W. TOWN ST. 





C. 


COLUMBUS, OHIO 


401 





DOMESTIC 









if you cannot always get 
a Kupferle product, re- 
member that diversion to 


FIRE HYDRANTS 
WALL HYDRANTS 


War Work is everybody's 
YARD HYDRANTS part of the fight for 
Victory. 
STREET WASHERS 
NG 
6 JOHN C. KUPFERLE 
SPECIFICATION FOUNDRY CO. 
DRAINS 


ST. LOUIS, MO. 


KUPFERLE PRODUCTS] 














; 
i 


SPEED UP Your Lead Work! 





‘| he mea? money Tj é 
Tri ' YAGs! R'S Solace 
i | Ire | ; f k] . 
’ 1 pe int ; ntact } y 
i i 1 tion $s neat strong last ng ! N 
: : f No acid No corrosion! 3 
‘ YAGERS \" | iz lay, \ AG IR > 1 
: ; t é I i inds I p! 
. | ; 
STE «SOLDERING . it them to han 
J more 100s better 3 less tire () 
a try YAGER’S ... you'll never 
ti lh. ee . 
i 
an 
{) ( il Stl Ire 
. te Land “st — 
FBS; ah 
. _ 2 
ALEX. R. BENSON CO., INC., HUDSON, NEW YORK 
i ft »f distribut rs in Vi ik ar s / luc }} ; S we ) ldgechH vy for ¢ 1? 1da 
(ANADIAN GINERAI ELECTRIC CQO., l oronto, Veontrea 





THEY’RE A VITAL 
PART of the PICTURE } 


complete new bathroom 
‘ old ones, remember 

















When selling a 
or when remodel! 
SHERWOC 


part of the picture 


1D Ball Cocks are a vital 


| ri 7 
Wherever installed 


they add that final touch so necessary 
to a fully satisfactory bathroom job 
Don't take chances install SHER 
WwW ID Ball Cocks and take a profit 


Order SHERWOODS 
through your Jobber 


SHERWOOD BRASS WORKS 


Sp 6331 E. JEFFERSON, DETROIT 


RESH ... From 
ACTORY-T0-JOB 


freshness is vit 
‘ hnace R 


In a tank all 











DANDY'S are var 
sir-tight cont: 
PANDY is as 

' f netalliat » 
moment t nonpned oof f its mold 


at the factory! Made 

black rubber compound 
DANDY S iInnot swe the 
rea ie? sika | 4 

ly nil 1 s of valves @rder 
fron , 4 esalier taday 

and Stail DANDY S oth 


new projects and repair jo 


AVELLE RUBBER COMPANY 
424 N. Wood St.. Chicage, Il. 


? . 
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SA Mecting ... 


(Continued from 


capacity this year is esti- 
mated at somewhere around 
eighty-five million tons, so 
that right there we have a 
shortage for the direct war 
effort of fifteen million tons 
or more. And again let me 


say that every pound, every 
ounce we take for our equip- 
ment comes right out of mu- 
nitions——the things that your 


son and my son, needs to 


drop on the Japs.” 

Mr. Timmis pointed 

million and 
this year. 


Copper, 
out, is at least a 
a half 


Refining of scrap brass, here- 


tons short 


tofore prohibitive because of 


the high cost, has been re- 
sorted to because of the dire 
need for this metal. “There- 
fore,” he continued, “the 
scrap brass in the country 
today is not a surplus. We 


must not, by any means, con- 
sider that it is a surplus and 
be fixture fit- 
tings and trim and plumbers’ 


can used for 


brass.” 
Mr. Timmis told his listen- 
ers just how orders from the 


Plumbing and Heating Branch 
formulated the prod- 
ucts of several minds, and not 


were 


written by one man whose 


experience and judgement 
would be considerably more 
that 


of the biggest jobs still to be 


limited. He agreed one 
done in the industry was the 
clearing up of interpretations 


of the various orders. It was 


Radio (ity. . 
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felt, by himself and others in 
the Branch, that it was in- 
cumbent upon the Branch to 
see that clarification got out 
to the industry. Mr. Timmis 
spoke on the P-84 order and 


also on the outlook for the 
industry. 
Harry G. Starr of the 


American Institute of Plumb- 
ing and Heating Associations 
expressed his belief that the 
plumbing and heating indus- 
try would be able to survive 
the rapidly changing ways 
and conditions. “In the first 
place,” Mr. Starr said, “it is 
necessary to the war effort. 
We know that we can’t bring 
great numbers of men into 
cantonments, forts, institu- 
tions of any kind for training 
unless we provide them with 
facilities for sanitation, un- 
less provide building 
warmth so they can do this 
job.” Civilian morale was 
also cited by Mr. Starr as one 


we 


reason for the _ indis- 
pensability of the plumbing 
and heating industry. 


more 


A talk on the enforcement 
and compliance with the va- 
rious orders was presented by 
lL. J. Martin, assistant chief, 
Bureau of Priorities, WPB. 
Mr. Martin told of the various 
plans now under way which 
would make certain that the 
“small hanging on to 
the end, biting at legitimate 
business, .s kept in line. 


fringe, 


© 
(Continued from Pake 4:3) 
ing diff er ire en studios and principal execu- 
ved, a in atl to the di tive offices and range from 12 
tt ! m air throughout the in. to five ft in diameter: in 
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spaces other than those just switches, which constitute the 


mentioned, directional grilles brains of the whole system. ° 
are installed. The over-all results of this Available Now 
eee 
—— 


All functions of the system conditioned air installation 
at # | a 
eae 


are completely automatic, are such as to yield a tem- 
once the engineer has started perature of 70 F. nda 4o per 
the fans. This is accomplished cent humidity. <A complete 


through a control panel meas- change of air is effected every 


ci 












uring less than two ft square, eight and one-half minutes ) ED Limit C 
{ 1j : y A ’ ane 
<< a of tiles, G6ee- the avetetn detivactin 46408 | NITED Limit Controls and 
matic controls and sequence cfm. Phermostats for Line Voltage 
: 
“ or Low \ oltage now available 
en 
: ° ~-s« To os . = ’ . - 
(Continued from Page 53) { Blowers, Stokers, ete. Write 
; ; eee fo for de ; | " 
through the roof to the out- merely Vent throug) iale és : * He tiuits 
side. wall rather than run a vent 
if the space being heated is ail the way to the rot ror | UNITED ELECTRIC CONTROLS CO 
2 
more than a single story high, single units, the fan may be 
: ie . ) : ] - tha teem wi 69 A Street Boston, Mass. 
or is not located on the top installed in the flue pipe newt 
floor of the building, it is the unit heater and be ope 
necessary to use existing ated in synchronism with tl m 
; gee ) 
chimneys or to run a vent fan motor of the unit heater. 
through floors above or out- For large installation i? 
side the building extending to cluding a number of. unit 
a point above the roof. When heaters, an exhauster fan may 
chimneys are available. try be installed at the end of a 
to spot the units so that there common collecting flue, int: | 


are no long runs of horizontal which all the units discharge 
flue pipe. Where no chimney The exhauster fan must be 
is available, you will find it operation whenevet inv one 
is usually much cheaper to in- of the unit heaters in the ' 


stall an exhauster fan and tem is in operation. Thousands of boilers 


are protected by 


t-19 MCDONNELL 


(Continued from Page 35) 
| | BOILER WATER FEEDERS 
except to the extent that any tions concerning Hid Perey 
' : addressea to Wat LOW WATER CUT-OFF © SAFETY RELIEF VALVES 


provisions hereof may be lti- shall be 
( A’ 
if ¥ Asrhy dé 
























consistent therewith, in which Production Board Wa ¥ 
ease the provisions of this t D. C., Ref: L-7 : 
¢ . . . . 
cohae chall movers. Cite aaneie ) MSDONNELL & MILLER Wrigley Building, Chicago 
(j) Roeuting of Correspond- ¢ffect immediately. 
ence. All reports to be filed ied this 23rd day of May 
appeals and other communica- 142, 


HPAL Measting.... 


(Continued from Page 37 


making up the installation to Officers elected at the con 
make certain they would con- vention were George P. Nach- 
form to the Defense Housing man, Cleveland, president; 
Critical List. Daniel Hayes, San Francisco, 
Other speakers at the Tues- vice president: L. F. Hude- 

‘ 


day morning session included pohl, Cincinnati, treasurer; 


George P. Nachman and E. P. and Joseph C. Fitts, New 


AIR and 
VACUUM 


Everhard, of the Publication York City, was again re 
d the Commit- elected secretary of the asso 


tee on Welding, respectively. ciation. 


Committee an 
THE DOLE VALVE CO. 
Chicago 


BARBER 


Gas Pressure 
REGULATORS 








AT LEFT: The 

Kainer Circulator. 
AT RIGHT: The well 
known Kainer Gov- 
ernor. Model B-2. 











Sizes ‘4s up 


Certified by 
A. G. A. Testing 
Laboratory 


Write for Prices 


These major units 
work coordinately and ' 
are fully deseribed in special bulletin form. Have 


Sold thru wholesalers—Gee your nearest 3704 Superior Ave., Cleveland, 0 
* , a 


KAINER & CO., 761 LEXINGTON ST., CHICAGO 
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: ee (Continued from Page 33) 
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paper-enclosed bats will suf- tion are many times used as 


| fice if normal humidities are sheathing on the exterior of 
S AP ' | maintained in the home. In the structure and other types 


this respect it is well to point of board used for interior 


DISPENSERS | out that ventilating louvers finish, also will act as insula- 
be j +e i a 


should always installed in tors. 
ae promote cleanliness homes where the attic is to The best recommendation 
be insulated and no other which a heating contractor 
—- cut soap costs 


means of ventilation is pro- can make is that the home 






































Write for Their economy and efficiency are | vided. These louvers will pre- owner install all necessary 

Catalog 470 being utilized to excellent advan- vent the accumula tion of safeguards in order to Keep 

details tage today in industrial picnts. moisture laden air in the the oil consumption as low as 

that will 9! val yeispensers army and navy projects and other attic with the resultant con- possible, and to make certain 

on individua systems for defense buildings. 4s} densation and danger to in- that the WPB restrictions, as 

or naaie alized all types: : terior trim and decoration. outlined in the Defense Hous- 
buildings of THE IMPERIAL BRASS MFG. CO. The board types of insula- ing Critical List, are met. 





1231 W. Harrison St., Chicago, Illinois 





WE WANT YOUR BUSINESS 


LATER! (a REE 


turvy war world, HINDLEY 


This complete manual of in- 


can no longer solicit yout struction on designing and install- 
business or fill your orders, ing modern Forced Hot Water House 
for our manutacturing facili- Heating Systems and Domestic 
ties are now limited to Army, Navy and (sovernme nt produc- Water Heating Systems. Write on 
tion. But, no war lasts forever. The day will come again your business stationery. 


" 
‘ 


when civilian needs will merit first consideration ... and well 
be ready to supply vou with HINDILEY’S Plumbers’ Spe- 
cialties. So, while we can’t supply your needs, we do want 
your good-will now... and your business later! 


BELL & GOSSETT CO. 


le) afel. mc) fe) mm) be), le)}) 








A WORLD - FAMOUS 


The best daily starting point for poo 
New York project is the Hotel Woodstock 

Situated in Times Square in the very 
center of your circle of activities — with- 
in easy walking distance of leading 
theatres, night clubs, shops and — yes — 
} short blocks from The Engineers Club. 


> 


2 excellent, moderate-priced restaurants. 


' cadstack 


127 WEST 43rd STREET 
I Suites from $7 00 James M Carroll — Manager 
. a aaa ee ae ee ee ee 





og Cita 





















a an anti nite O lee 


Distinguished visitors from 
every land have, by their pat- 
ronage, made The Blackstone, 
in Chicago, one of the World's 
most famous hotels. Here, the 
discriminating traveller enjoys 
an atmosphere of refinement, 
courtesy, graciousness Here, 
beautiful appointments, quiet 
luxury, perfect service, excel- 
lent cuisine, and sparkling en- 
tertainment in The Blackstone 's 
brilliant Mayfair Room—all 
combine to satisfy a notable 
and discriminating clientele 





Rooms with bath from 


$9 50 $350 





single, do uble 











Meet The Men In The Industry 
at the 


HOTEL KENMORE IN BOSTON 


COMMONWEALTH AVE. AT KENMORE SQUARE 


® Headquarters for the Plumbing, Heating 
and Air Conditioning Industry 
® Rates from $3.85 


So 
¢ All Room With Tub and, Shower —— The Blackstone 


AS KIRKEBY, Monaging Director 





® Cozy Lounge Bar 
@ Ample Parking Space 


South Michigan Ave. 
CHICAGO 


MR. EDWARD B. BELL, General Manager 
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How to 


RATES FOR CLASSIFIED ADVERTISEMENTS ||| 
Eight cents per word, including heading and address. For keyed Ww q P E 


address count seven words. Minimum advertisement, $2.00 per PERFECT JOINTS 
insertion. Cash must accompany order. For rates on bold face 
advertisements in this section write to Classified Advertising De- | On Lead Pipe and 
partment, DOMESTIC ENGINEERING, 1900 Prairie Avenue, | Connections 
Chicago, Illinois. All Classified Advertisements are payable in | 7 ; 
advance! | Foe Pipe ‘te | 


increasing fast. 



































A Post Card for Free Instructions 
SITUATIONS OPEN WANTED TO BUY GEO. E. WILLIAMS 
WILL BUY ANY QUANTITY ANI) PAY 3035 Aldrich Avenue, So. 
ENGINEER AND ESTIMATOR, HEAT- highest prices for surplu pipe ¢ ip 
ing and Ventilating, W. B. VAN lings. Write Russell F. Kleinman, 9315 MINNEAPOLIS ° ° MINN. 
” ies No. Second Street, Philadelphia, Pa 
Sic KLE ( yo 16?5 St (‘lair Avenue, . . 








Cleveland, Ohio. 
- FOR SALE | BOOKS 


DUMB Sis WATE HEATING. Covers 
Coa i gas and ectric water heat 























LINES WANTED ONE TOLEDO UNIVERSAL POWER , | 
lorive 3 to 6° Pipe threadet cricl pe :, direct, in direct, Bide irin and 
reared pipe euttey Adare (“CIN TLE Y | wey naar ge soe " detuaua” ee "aa 
WELL KNOWN MANUFACTURERS’ PUTNAM CO., Auburn, N. Y 1 «bre rder t the Book Department 
Agents, calling on plumbing and DOMES TI I GINEERING 1900 
heating jobbers, can handle additional — . Prairie Avenue, Chicago, IIL. 
lines Territory covered State of New ” : :, ary 
York outside metropolitan area, Set up COMPLETE SET OF PIPE THREAD- | rae PICAL, PLUMB] 4 BY HOWARD 
to carry on during War period and are ing tools from eight to ty inch it ahes a on Sinha ere b- * ) - 
in position to solicit War material sub clusive in good conditior Will end plurnber ivold cost 
ontracts. Address Key 308-D, “Do- list upon request Addr \\ (; tal It 
MESTIC ENGINEERING,” 1900 Prairie HEILMAN, Madison, Minnesota rate ind from a practiea point, 
Avenue, Chicags Pllinei —s Ba _ = — \ ate 
MISCELLANEOUS vith plumbing. Contains 365 pages of 
meaty, mfort rfrve it i re etoile 7 its 
MANUFACTURERS REPRESENTA rial, Is profuse 1 clea i 
tive established twenty-eight yeat Eliminate Water Hammer =~ ote) with accurate dingray hart 
\ rated in Dun & Bradstreet seek with IXL Plate 835 Air Cushion. Guaranteed | — ae = tai sige: a 4 
fap pi ' i! ‘ ! on Oo to stop hammer or money refunded. Iron body quiel iblect fh aati Le, 
Vil irr) v! punts, ling job with heavy rubber diaphragm—', IPS female tif nd and 7 tive addit 
bers Metropolitan New York and New connection. Locate anywhere on supply line feo your trade 
jersey territory Address Key 209-D Plumber’s Price $1.75 F.O.B. Phila oie . ~t Me i | f 
‘DOMESTIC ENGINEERING,” = 1900 The IXL Pump & Mfg. Co., Inc. eewrs . 2068 Beateia Awonua. « 
Prairie Ave., Chicago, Ilinoi 959 N. 9th St., Philadelphia, Pa. 1 en 





BUT THAT’S NOT ALL 


At Hotel Lafayette you're in the heart 
of Buffalo's shopping. theatre, and 
business district. Important, sure. But 
you also enjoy the prestige and com- 
yi fort of a truly fine hotel — excellent 
i | rooms, restiul beds. superb food. Mod- 
erate rates: Single. $2.75 up: double. 


$4.50 up. Special rates for 4 or more. 
Write tor Folder C. ] 


a a : Aotd [AFAY ETTE PHILADELPHIA 


ee BUFFALO. NY SS CLAUDE H. BENNETT, General Manager 


BUFFALO’S Best Located Hotel hy 2 Baul quue 












IS THE GATHERING PLACE... 


of those who do the important things in busi- 
ness, social and public life. It may be a business meeting, a small 
dinner, a great banquet, an exclusive porty, or a number of each 


ot the same hour—the Bellevue embraces them all in the tremen 
service 





dous capacity of its facilities—each with an intelligent 
that leaves nothing to be desired 




















EE 
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Airtemp Division, Chrysler Cor- 
poration pesos 
Alberene Stone Corp. of Virginia.. 
American Brass Co., The.. 
American Molded Products Co..... 
Refining 


American Smelting and 
i: 


> #68 668 8 0 602 68 C8 OOOO 6060688 6 OS 


Anaconda Copper Mining Company 

Armstrong Bros. Tool Co 

Aviation Corporation, The 
Heater Division 


Spencer 


Baker Manufacturing Company. 


Barber Gas Burner Co., The 

Rathe-Rite Division, Milwaukee 
a , 

Beaton & Cadwell Mfg. Co., The 

beaver Pipe Tools, Ine 

Bell & Gossett Co 

Henson Co Ine., Alex. R 


fethlehem Steel Companys 


I 
Burnham Boiler Corporation 


(Carey Manufacturing (Company, The 
Philip 
(Chicago Faucet Co The 


Airten }? ; 


(‘lirysler Corporation ; 
Vision : : 

Clifford Manufacturing Co 

Cfonkeu & (oa HW. td), Field Control 
DP pcaee beste handed es ba06% 


Davton Pump & Mfg. Co 
Deming €'o., The 
Lale Valve (*oO.. The 


fecngeineerity (‘atalog 1] 


Dunham Company, €. A 


Field Control Division, H. D. Conkeys 
& Co , 

Fitzeibbons Boiler Company, I: 

Klexible Sewer-Rod Equipment ¢ 

Klint & Walling Mfx. Co I? 

Frederick Tron & Steel Co 


ret? Nioon Tibe (*o.. Lr 


Hays Corporation, The. 
Hindley Mfg. Co........ 
Hote] fellevue-Stratford. 
Hotel Blackstone 


SEOCGE PROMMPOTO 1c ccccesecess 

of Bo. rere 
Hiotel Woodstock ........ 
TOCRUrease SEORIGT CO. ss bc 000 0 ee ee 


Imperial Brass 


SRPOCEE Mee. CO. cicovss 


Kainer & Company 

Kampa Mfg. Co 

Kitson Company 

Kohler Co errr 

Koven and Bro., Inc., L. O..... 
Kupferle Foundry Co., John € 


Lavelle Rubber Co 
Leavitt Machine Co., The 
Leonard Valve Co........ 


Little Mtg. Co., The M. S 


Mansfield Sanitary Pottery, In: 
Marsh Corporation, Jas. P 


May Oil Burner Company........ 

McDonald Mfg. Co., A. Y¥ 

MeDonnell & Miller............... 

Milwaukee Stamping Co., Bathe 
Rite Division .. 


Milwaukee Valve Co 

Minneapolis-Honey well 
‘oO » « . ..i inside 

Moreney-Van Buren Division 
Seovill Manufacturing Company 

Mortell Co., J. W 

Mueller Co, ... ' cond 7 

Mullins Manufacturing Corporation 
Youngstown Pressed Steel Divi 
sion 


Myers & Bro. Co a 


Regulator 


Nelson Corp., The Herman 
Northern Indiana bras (*o 


‘fowers Regulator Company, The 


referred Utilitis Mfg. Corp 


Front Co, 


eT 


teznor Manufacturing Co......... 67 
eee “Wee Co, Ws bk bo eho eeowens 1s 
Rochester Mfg. Co., Inc........... 64 
Rutland Fire Clay Co........ ae 
Salter Mf@. Co., BH. B.wccccccces ie. ae 
Sarco Company, Inc........ee-. ree SZ 


Scovill Manufacturing Company, 
Morency-Van Buren Division.... ‘4 
Scovill Manufacturing Company, 


Waterville Division .......cccse0. 77 
oe) eer a ee ee 12 
Sherwood Brass Works............ SS 
Bioan VRIVe COMPAR .cccccsvccecses 15 
os ee ee G2 
Seem CRO, BGs cc tscceevess oY 
Spencer Heater Division, The Avia- 

(Me, PPT TTCrTerrTerrre oO 


eres. a Gr, Ses hi 66 oo oh 682K KO is 
Toledo Pipe Threading Machine 
(‘o.. The tet 


O rt TTT eT eee Cre TT << 


("nited Electric Controls Co....... 89 
lTniflow Mfg. Co........ aa 62 


YVorel (‘0 Jos 


Walworth Company.. 
gg il RE RR Xo) 
Waterville Division, Secovill 


Manufacturing Company ........ 7% 
Watts Regulator Co........Back Cove! 
Wayne Pump Company, The..16 and 1% 
Weis Mfg. Co., Inc., Henry > 
Wheeling Machine Products Co t,* 
Worcester Brush and Scraper Co.. x4 


X-Pando (‘orporation ces s] 


Youngstown Pressed Steel Division, 
Mullins Manufacturing Corpora- 
tion ia 

Youngstown Sheet & Tube Co., The 15 
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A NEW LAVATORY 















TT. new Crane “Victory-Cantonment” Lavatory 
has been designed to use the absolute minimum 
of critical materials. It is made of vitreous china fitted 
with Crane newly developed cast iron trim. By the 
use of these materials, a big saving in metals is 
assured as this lavatory has actually less than six 
pounds of iron and only a half pound of brass. No 
bracket is required as the lavatory screws directly 
onto the wall. 

The “Victory-Cantonment”’ Lavatory 18 particu- 
larly suited for use in air bases, cantonments, govern- 
ment buildings, factory washrooms, defense housing 
projects and many types of replacement installations. 
C-764 New "Vietory-Canteament” Lavatory. Made of vitreous Check with your Crane salesman or Crane Branch 


china with Crane cast tron trim. Mounts directly on wall 


for further information. 


no haneers. Saves vuttal materials 


CRANE ; es GENERA! OrriceEeEs 
B36 S. MICHIGAN AVE CHICAGO 
PLUMBING = HEATING + PUMPS 
VALVES © FITTINGS © PIPE 


NATION-WIDE SERVICE THROUGH BRANCHES, WHOLESALERS, PLUMBING AND HEATING CONTRACTORS 
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Install WARTIME Shower Facilities 
IN A HURRY... uéth the NEW * 


) Pom te Se 


* 


SHOWER 
CABINETss 


; 


Here's your contribution to Wartime Building speed ... A new 
BATHE-RITE VICTORY Shower Cabinet, designed for easy in- 
stallation in factories, camps, barracks, airports — and homes 
for War Workers. 

The new VICTORY Model uses a minimum of critical materials. 
Yet it is built to a high standard of quality, strong, rigid, 
attractively styled and finished. IT MEETS THE LATEST 
U. S. GOVERNMENT SPECIFICATIONS, and conforms to 
WPB restriction orders. 


New Low Cost 


Use of non-critical materials, standardized design, careful engi- 
neering, and mass production assure full value in this Bathe-Rite 
VICTORY Model. — Opens the way to multiple installations 
at a minimum investment. 

The BATHE-RITE VICTORY Cabinet assembles on the job 
quickly and easily, is designed to handle readily without 
great manual effort. 


reanporeBrnisp couronf.. 


BATHE-RITE DIVISION 
Milwaukee Stamping Company 
804-S South 72nd St., Milwaukee, Wis. 





Please RUSH complete specifications and prices on the new 
BATHE-RITE VICTORY Shower Cabinet. We are interested 


Oe “cus aine cabinets. 
Project 


Name 


Address : 


: 
i 
# 
é City 


June, 


1942 











